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STEEL-RIVETED 
WATER HEATING 
GARBAGE 
BURNERS 


BOILER-SIZE 
DOORS 






Type “D” 
Water Heating Garbage Burner 







The same Scoop Shovel is used for 
rubbish and for fuel 


Also for the ashes —— that’s Convenient 

Garbage is burned —- that’s Sanitary 

The water is heated ——- that’s Economy KEWANEE B9SILER COMPANY 
Made in three types and fourteen sizes KEWANEE, ILLINOIS 

to heat 200 to 260c gallons of water per Steel Heating Boilers, Radiators, Tanks, and 


hour. Stand any city water pressures Water Heating Garbage Burners 


BRANCHES 


ATLANTA 1522 Candler Building NEW YORK CITY 47 W. 42nd Street 
BIRMINGHAM 2233 Arlington Avenue DETROIT 1772 West LaFayette Boulevard PHILADELPHIA Real Estate Trust Bldg. 
BOSTON _ 555 Little Bidg., 90 Boylston St. EL PASO 226 Mesa Avenue PITTSBURGH Empire Building 
CHARLOTTE, N. C. poof mmeeee Bldg. GRAND RAPIDS Michigan Trust Bldg. ST. LOUIS 4200 Forest Park Boulevard 
CHATTANOOGA 1203 James Building INDIANAPOLIS 221 Ind. Term. Warehouse SAI T LAKE CITY 04 Dooly Building 
CHICAGO = 822 W. Washington Boulevard KANSAS CITY 014 Wyandotte Street CAN NT N 502 Cal : Buil | os 
CINCINNATI P.O. Box 75 LOS ANGELES 420 East Third Street ee ee oe 
CLEVELAND Superior Ave., N.E. at 17th MEMPHIS 1812 Exchange Building SAN FRANCISCO 635 Mission Stree 

DALLAS 1903-4 Santa Fe Building MILWAUKEE 440 Barclay Street SEATTLE 326 Columbia Street 
DENVER 1226-1228 California Street MINNEAPOLIS 708 Builders Exch. Bldg. SPOKANE 507 Empire State Building 
DES MOINES 707 Hubbel Building NEW ORLEANS 314 Carondelet Building TOLEDO 1121-1122 Nicholas Building 


DOMINION KEWANEE BOILER CO., Lrp., 66 Richmond Street, East, TORONTO 2, ONT. 
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Do that which 1s assigned thee and thou canst 
not hope too much or dare too much 


Ralph Waldo Emerson. 


VQGEL Plumbers are examples of men who 


are doing their work and doing it well. 


They are progressive, practical, plumbers, 
who take advantage of every opportunity to 
increase their business. 


They are Twentieth Century Plumbers per- 
haps that’s why they’re YQGEL Plumbers. 


Do you realize what the VQGEL line could do 


for you? Can’t you see the hundreds of 
farms, shops, stations, schools, garages, etc., 
where a VQGEL Frost Proof Closet or Hydrant 
could be installed with very little effort and 
a big profit? 


Don’t just hope for business to improve 


make it improve with the VQGEL Line. 
We dare you to ask your jobber about VQGEL 


Products and how they will help your business. 


7 


Jos. A. Vogel Co. 


Wilmington, Del. 


St. Louis, Mo. 
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Retail Plumbing Trade witha compre: 4 
hensive line of’ Ease Goods and Specialties | 
Honestly made and Honestly sold... & 


WeSell The Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 


Manufacfures GRAND RAPIDS, el 
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The Murdock Jr.—-150 gallon capacity 


An Automatic 
Water System 


The 
Murdock Jr. 


*8500 


List, f. o. b. Indianapolis 


Equipped 


with AC 60 cycle motor, either 110 or 220 volt 


You Can Sprinkle with 
a Murdock Jr. 


Other 
Gurley Pump Systems 

Capacity 

Model G.P.H PRICE 

165 $ 99.50 

220 141.50 

400 169.50 

600 205.00 


List prices f. o. b. Indianapolis. Prices on 
other models and special motor 
equipments on request 


UWFUIBES 


WATER SYSTEMS 


more sales 


for plumbers 


Meeting an increasing demand for a reliable, 
compact, economical automatic water system 
priced within the reach of all--the Gurley Pump 
& Manufacturing Company now offers the MUR- 
DOCK JR. at $85.00 list, f.o.b., Indianapolis. 


Great simplicity, efficiency and durability sell 
the MURDOCK JR., without much effort. This 
compact, economical water system is equipped 
with the famous Gurley Rotary Seal Pump. It 
lifts water 28 to 30 feet without annoying vibra- 
tion or noise. 


The Murdock Jr. has a rated capacity of 
150 gallons an hour and consistently delivers 
considerably more water than that in nearly every 
installation. Simple, durable and reliable, the 
Murdock Jr., yields quicker and larger sales. 
There’s a real profit margin for good plumbers. 
Write us to find out whether our valuable fran- 
chise is available for your territory. 


GURLEY PUMP & MFG. COMPANY 


814 Merchants Bank Bldg. INDIANAPOLIS 
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HOT WATER 


Supplied At Practically No Cost By 
HOTSTREAM DIRECT. ogi la ma 











During the Winter months when 
the heating plant is in operation, 
the Hotstream Indirect Heater sup- 
plies plenty of hot water at about 
160 degrees with no noticeable in- 
crease in fuel bills. 


Works perfectly with either steam 
or vapor heating plant. Installed 
outside of the boiler. Does away 
with the fire pot coil which deadens 
the fire, and burns out easily. 


Composed of a No. 20 Stubbs 
gauge copper coil in a cast iron shell. 
Lead gaskets. Union connections. 
No packing nuts. Nothing to get 
out of order. Each heater thor- 
oughly tested. 


Tell your customers about it. 
Every installation means that much 
more profit to you. 


Let’s Go! 


THE HOTSTREAM HEATER CoO. 


‘Makers of Heaters That Heat”’ 
CLEVELAND, OHIO 
New York Office: 210 East 45th Street 


Manufacturers of a Full Line of Cast and Copper Coil Gas Heaters—-Standard, High-Grade 
roducts Built to Give Lasting Satisfaction 
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HOT WATER COLD WATER 


OUTLET ¢ F INLET S IZES 


ALL FULL CAPACITY 








PACKOS are furnished with 


OR 


Riverside *KOPSTEEL” Boiler 


ALL SYSTEMS OVER 20 GALS. ARE 
TAPPED FOR INDIRECT HEATERS 





Equipment 


MASSACHUSETTS REGULATION BOILER. KLIXON SNAP-ACTION 
CONTROL. DOUBLE COPPER COIL HEATER, WITH GAUZE BURNER 
AND PILOT. ALL CONNECTIONS AND PIPING FOR WATER ARE 
OF BRASS. INTERIOR BOILER HEAVILY INSULATED. OUTER 
METAL CASING GREY FINISH. STRONGLY BOXED FOR SHIPMENT. 


Ask Your Jobber for Prices. 


ty 
as = 


Cambridge, Mass. 
eee mammamamei eee 
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THE NYE; TOOL MACHINE WORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 








4120-4130 FULLERTON AVENUE 
CHIGAG OIA, 


September 26, 1925 


To the Plumbers and Steamfitters 
of the U.S.A. 





Fellow Citizens, 


I have read a number of funny jokes in my life that make it appear that a 
plumber is a burglar, once removed. These jokes were generally cracked by 
some little fellow who moves every couple of years in order to find a new 
grocer who doesn't know him. 


Whenever I hear a man knocking another man's profession I wonder what HIS 
game is. Keep your eye on the man who says that some other man isn't play- 
ing fair. A fellow once told me how the railroads robbed the public, and 
the next morning I missed my watch. He may have had nothing to do with it, 
but I am sure it wasn't the railroad. I am sure that a plumber gets his 
money just as honestly as anybody else. Maybe not as frequently, but just 
as honestly. A man will drive down to a doctor's office and give him $25 
for a diagnosis, and yet kick on paying a plumber $2.50 for coming to his 
house on the run to find out what is the matter with his plumbing. 


There are & lot of people who would be dead today if they hadn't had a 
plumber come and look at their plumbing. And there are a lot of doctors 
who would be dead today, of starvation, if people in general had made it a 
practice to have their plumbing inspected occasionally. I wouldn't trust 
some of these fellows who knock the plumber any farther than I could throw 
a@ bull by the tail, in spite of the fact that some of my loving competitors 
say I am one of the best bull throwers in the business at that. 


The plumbing business has developed into a real business, and the plumber 

into a real business man. A doctor may sit in his office and wait for 

people to get sick, but a plumber hustles around and keeps them well. Ifa 

plumber held his prices as high as he is entitled to hold his head, the 

public might have some right to kick. Let us all remember this, brethern: ‘ 
That the better opinion of a plumber a plumber has, the better opinion the 

public will have of a plumber. 


Whenever anyone starts to get funny about plumbers, I don't try to answer 
him, I QUESTION HIM. For one plumber who has to hire a lawyer to defend 
him, a hundred have to hire a lawyer to collect their money from the very 
fellows who crack jokes about the plumbing business. I think pretty well 
of the plumber; [I hope that he likes himself; and I also hope that he 
likes Nye plumbing tools; like, for instance Nye dies and Nye thin-blade 
cutter wheels, étec. 


Plumbingly yours, 


Che tools vou ewear BY and never AT. 
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This month—canvass old | 


There is a big replacement market in old 
homes with wasteful, worn-out heating 
plants. September is the ideal month in the 
year to go after it, for owners are beginning 
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Where 


ERE IS the way to build your list 
of live replacement prospects: 


| — Owners with inefhcient heating you 
or your helpers know about. 


2 —Owners witholdsteam or hot-water 
boilers needing renewal. 


3—Owners with old hot-air heating 
plants. 


4—Owners for whom you have done 
repair work. 


5—Owners who have had frequent 
heating trouble. 


6—Owners who have complained of 
wasting coal or being too cold. 


IDEAL BOILERS AND AMERICAN RADIATORS 
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to think of winter ahead. 


are these homes? 


7—Owners for whom you have pre- 
viously made estimates. 

8—Owners who have previously been 
interested in a new plant but did 
not buy then. 

Q—Owners who ought to have boilers 
replaced, as suggested by real es- 
tate agent (to increase sales value 
and reduce fire risk). 

10—Owners that are contemplating or 
have installed a new oil-burning 
equipment in an old, inefficient 
boiler. 


1 1 —Owners that are remodelling their 
houses. 


12—Owners that complain to coal 
dealers about high coal bills. 
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homes for replacement! 







How to canvass them & 


WHEN you have completed your list 
of replacement prospects, send it to 
us—we can help you to put it to work: 


By Mail: We will circularize these 
names for you and at nocost to you, 
if you will send us this prospect list. 
Your name will be featured in each 
letter. This will prepare the way to 


Personal Calls: Go to their homes. 
Offer to figure an exact estimate for 
the proper IpEat Boiler and American 
Radiators, completely installed. If, in 
five estimates furnished, one sale is 
made, your time will be paid for many 
times over. 





Store Display: Many of these folks 
pass your store. Dress it up, also your 
window. We have a wealth of dis- 
play material for you. It’s yours for 
the asking. 


There are many other things you The IDEAL Type A Heat Machine is the 

. . iler for replacement. Y +t twice 
could do—advertise locally, movie ideal boiler for replacement. You get twice 
slides, posters, etc. But do the sim- tomer gets a heating plant that not only 
ple things explained above and watch gives perfect warmth but goes on saving 
replacement sales grow! Try it. fuel year after year. 





the profit per hour of labor and your cus- 














| AMERICAN RADIATOR COMPANY 


(Address nearest Branch Offwe) 







I want to take advantage of your plan to get 
replacement business. Therefore, I am attaching 
a list of names to be circularized on the IDEAL 
Type A Heat Machine. I will make personal calls 





upon receipt of allinquiries and will dress up my 
splay material you furnis! 





window with the di 





Name— 
Address 


State 
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Recent improvements 
in Ford Car designs 
addgreaterconvenience 
to driving and service. 
Theactionof the brakes 
is smoother and more 
positive; brake and 
clutch pedals are newly 
designed and more con- 
veniently spaced. 





CARS: 


Sora 
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The truck you now have, or the truck you now buy 
is the one on which you must depend for cold weather 
hauling and delivery. 


Just ahead lies winter. Soon will come rain, snow, ice and 
bitter cold—factors which will affect your deliveryservice. 


The man who uses a Ford truck to meet these conditions 
has a decided advantage in securing rapid and sure 
transportation. The starter gives a quick turn-over to 
the engine despite the cold; the absence of excess weight 
reduces skidding to a minimum; parking is simple and 
operation is dependable. 


Look ahead now and be prepared. See your nearest 
Authorized Ford Dealer and plan now to put your 
transportation system on a Ford basis thereby continu- 
ing first class delivery service throughout the winter. 


Ford One Ton Truck Chassis- - - - ----------$365 f. 0. b. Detroit 
Ford One Ton Truck With Stake Body and 
Closed Cab $515 f. o. b. Detroit 


Starting equipment $65 extra 


Fora tor’ Gompany, 


Detroit 








TRUCKS + TRACTORS 
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Belween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HIS HAS BEEN A YEAR OF PECULIAR 

developments. The building program through- 

out the country has exceeded the very best rec 
ords of past years. This has meant that plumbing 
and heating sales have run to unprecedented levels. But 
due to the fact that the price structure has been un 
stable, it has been practically impossible in many cases 
for the individual contractor to make plans with any 
certainty. With price sheets often disregarded, and 
business taken at a figure sometimes several markets 
back, the contractor could well have been excused for 
a feeling of bewilderment. Through it all | know of 
no place to which he could turn for an unbiased report 
such as each week has been contained in the columns 
of our Market Report. It is not the purpose of the 
Market Report in this business paper to predict; that 
would make it speculative. \What we have done is to 
give an accurate view of the market each week, and it 
has been no easy task. Now, from all over the country, 
We 
are not yet out of the woods, but we can see the fair 
Market Re 


ports will continue to perform their function of throw 


reports indicate an easier and more stable period 
meadows of stable prices ahead, and the 
ing light upon the road we are traveling. 


HE SECOND OF THE GROUP APART 

ment series of articles will be found in this issue 
It is of special interest because of the fact that the apart- 
ments described, Alden Park Manor, Brookline, Mass., 
have only recently been completed. These articles, there 
fore, deal with the latest thought in the plumbing and 
heating of the apartment type of building. The present 
article deals with furnishing hot water and with the 
service of refrigeration for tenants. The previous article 
had to do with the heating and ventilating of these 


apartments. 


1D) O YOU ESTIMATE OR GUESSTIMATE? 
We step out this week with what we hope is the 
beginning of a discussion that will rage up and down 
the land. “Estimating Labor” opens the discussion by 
outlining the estimating methods of two plumbing 
firms. They are actually in use, so we aren’t labeling 
them “What’s wrong here?” But you may have some 
ideas which would prove to be better in some respects 
than those set forth. Or you may have different ideas 

because they’re different doesn’t render either your 
system or the systems of these firms incorrect. At any 
rate, like the code discussions, this article and those 


which will tollow are meant to analyze the problems ot 


1 


estimating in an attempt to arrive at the last word, 


if that 1s possible. Let’s have your ideas 

[' PS, SAY FHE CARTOONISTS, A CHANG 
ing world, and in no part of the world are changes 

going on so swiftly as in the oil burner field, particularly 

in its application to domestic heating. In striving tor 

the most effective use of oil for house heating, engineers 


are experimenting day after day. They are seeking 
new principles, or new wavs of applving old principles 


Phe Water 


Heating” describes the application of methods, which 


article, “Carbureted Gas for Domesti 


have been long in use, for increasing the B. t. u.’s in the 
process of combustion, in a domestic tvpe of oil burner 
Heating men who are interested in the subject of oil 


burners-—and there are few who aren’t——will find this 


article a thought-provoking one It’s one of those 
articles which ought to be filed away for future use and 
reference. And vou’re invited to express your opinion 
concerning the application of the principles laid down 


to the domestic oil burnet 
~~. THE POSTMAN IS THE 
glad tidings— glad, at least, to 


“We cannot get along without 


BEARER OF 
our editorial 
eyes, ‘Domestic én 


gineering’ ”’ says the City Plumbing Co., Rockwood 


Tenn. “and we are always glad when we see it on out 
table.” 


that we 


The writer lkewise does us the honor to ask 


give him some information which he gleaned 


from our columns, but for the moment is unable to 


locate 


[' WAS A REAL PLEASURE TO US TO 
read the report which our representative turned im 
\merican Society of 


of the annual meeting of the 


Sanitary Engineering, held in Decatur, III, September 
15th to 18th. I'll tell you why 


codes for some time now, presenting for the first time 


We've been discussing 


exhaustive analyses of the bewildering differences in 
plumbing codes in this broad and smiling land of ours 
This confusion is not good for the industry. For on 
thing it creates waste in requiring a sadly complicated 
supply situation. You'll be interested in learning how 


plumbing inspectors regard this and other problems. 


a ~- 
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BIG BUILDING SERIES No. 80 


—AND “TOLEDO” EQUIPMENT 
MORE THAN PROVED IT’S WORTH 


The recommendation after a job is the one that counts. 
W. A. Bodell, Bluefield, W. Va., handled the heating 
plumbing and ventilating contract on this new West 
Virginian Hotel at Bluefield. 


He advised us that ‘‘on this job I used two ‘‘TOLEDO”’ 
Power Drives, one each No. 250 and 350 ‘‘TOLEDO”’ cutters, 
and all ‘““‘TOLEDO”’ pipe threading machines from No. 1 
to No. 3 and ‘‘TOLEDO”’ equipment more than proved its 
worth.”’ 

Below is an illustration of this fine new building, and 
the small illustration shows Mr. Bodell and one of his 
helpers cutting off 6-inch pipe with a ‘‘TOLEDO”’ geared 
pipe cutter operated by a ‘‘TOLEDO”’ Power Drive. 


Another case where ‘‘TOLEDOS’”’ more than satisfied. 


BUY BY COMPARISON AND YOU’LL BUY A 
“TOLEDO 





The ‘‘Toledo’’ No. 1—the finest 
1" to 2” Pipe Threader made 
costs you but — 


$Q60 


NET 


(WEST OF 
ROCKIES $10.20) 

















THE TOLEDO PIPE 


TOLEDO, OHIO 


NEW YORK OFFICE 
50 CHURCH STREET 


THREADING MACHINE CO. 
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M. W. Levy, down in Dallas, 


Texas, estimates that it costs him 


Turn-Over 


of Labor 


It costs him this much even though he tries to find a 


$500 to train each new man he hires 


high class, experienced man to start with his 
example of labor expense brings to mind the thought 
that master plumbers have the problem of labor turn 
over to consider just as do all employers in other lines 
of business. Hiring a new man, coaching him and 
superintending his efforts until satisfied that he can 
be left alone cost money. If he quits shortly afterward, 
the master plumber loses money on him and, then, has 
the same costly routine to go through with another new 
man, That is why it is worth while to be careful when 
employing a man and to provide reasonable induce 


ments to hold him. 


Neoded-—A Sales Ors w 
Department | 


plumbing, spent several years working at the trade as 


prenticeship stage — of 


a journeyman and, finally, become a master plumber, 
it’s a pretty safe bet that he knows the mechanical 
end of his business. If he puts in a good bookkeeping 
system and hires an experienced bookkeeper, it can 
pretty safely be said that he is taking care of that end 
of his business. Even though some bids make you stop 
and wonder at times, it is possible to carry on the 
story and say that the estimating end of his business, 
also, is not unknown to the average master plumber. 

So, then, let us say, here is a master plumber who 
knows the mechanical, the office and the estimating ends 
of his business. To disregard, for the sake of argu- 
ment, the possibility of knowing them better than the 
next man, he has, with all that knowledge, nothing that 
thousands of other master plumbers haven’t got. He 
figures plans and specifications and lands what jobs he 
can in competition with others 

Now, when efficiency in all these departments of the 
business fails to get the desired results-—-namely, busi- 
ness at a profit, the enterprising master plumber is put 
to it to develop another department. It’s a department 


that is often overlooked by master plumbers, and one 


where personal effort and character play a more 1m 
portant part than anywhere else in’ the busines 
That's the sales department. Its purpose 1s to create 


add a 


little better and a little more material to an order 


business where it did not exist before and te 


than the specifications originally call for. If it fun 
tions properly, it secures business at a fair price, tot 
it sells the idea of how good and not of how cheap 

It’s worth a fair trial. If yvou’re only figuring the 
work that comes into your office now, you're not goimy 
to lose your chance at that by attempting to develop 
new business The former will still come to you, you 
can still figure it, you can still take it and we do not 
inean that vou will go wrong by doing so. But it has 
its limitations It is necessary to find another road 
to business. And the road marked ‘‘sales” is wide open 


and ready for travel 


Why Plumbing ie member of the Oak 


Berkeley and Alameda 
Costs Money Master Plumbers’ Associa 
tion recently wrote a splendid editorial on the high cost 
of building, which was published in the Berkeley Daily 
Gazette. In giving an explanation of why it costs so 
much to build, he quoted a case where ten contractors, 
called in to figure on a job, devoted six hours each, or 
sixty hours time in all, traveling between Berkeley and 
San Francisco, in order to bid on a*job which would 
bring a gross profit of less than $50. Only one of the 
contractors obtained the job, of course. .That means 
fifty hours of time lost to the remaining nine contrac 
tors which must be made up somehow. It will have 
to be added to the cost of future jobs. In this case, a 
San Francisco architect insisted that contractors call 
personally for plans and specifications at his office. He 
would not send them to Berkeley, although it was ex 
plained to him that, if he would, time and money would 
be saved. Many architects impose unnecessary restric 
tions and cause unnecessary expense to master plumbers 
This, in turn, is felt by the public, and the master plum- 
ber is called high-priced. Perhaps, master plumbers’ 
associations could do something to put relations be 


tween architect and contractor on a better basis. 





GAS 


‘ 
fy }- i157 B.t.u. Per 
CUBIC FOOT 


HYDROGEN 


ares ee Wa, 
NITROGEN LAN AR Y 
Wr +" 
t 








PRODUCER 


‘, ‘ 4 ‘ 8, 
y 4 3 : ro erd ee 
j Ais. SAG Py 
a > r\ . t~ ® 


| 5, \ r 4 Fig. 1. — YA Fig.2. Xe 


322 B.t.u. Per 
CUBIC FOOT 


2 


Nitrogen Hydrogen 
Oxygen Oxygen 
« « 

Carbon Carbon 
« « 





Coal seetauics, Coal 











2 Ae 
Incandescent 9472 Q SA Ga ED Vy 
s# — “~ 
~ Coal - - 





Fig. | shows method of producing and 


istry of water gas, and Fig. 


Jarbureted Water Gas for 
Domestic Heating 


By S. O. ANDROS, A. B., E. M. 


NOR many vears the industrial 
4 world has been familiar with 
the great value of producer gas, 
water gas, and carbureted water gas 
“Gaseous fuels, on account of their 
simple molecular construction, can 
be burned readily and without smoke 
in any commercial apparatus Such 
fuels are in the ideal form for com 
bustion.’’a 
Producer gas is the gas obtained 
by partially burning coal or coke in 
a current of air in a special furnace 
called a gas-producer The carbon 
of the coal or coke is completely 
consumed The oxygen of the air, 
entering the producer and passing 
up through the grates, comes into 


contact with the carbon As this 


temperature high, carbon monoxide only 


as follows 
c+oO CoO 
dioxide 


However, some carbon 


1s 


may he 
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the chemistry of producer gas.—Fig. 2 





Many theories and practices in 
burning petroleum products have 
been presented to the public. In 
the method described in this arti- 
cle are principles which have been 
long in use but have not been ap- 
plied to domestic heating. These 
principles deal with oil gas, water 
gas and carbureted water gas. To 
carburize is to combine with or 
impregnate with carbon. The 
theories presented in this article 
are open for discussion in’ the 


pages of “Domestic Engineering. 











in excess and the gas enriched by 


should be formed Now, if, 


coke, steam is 


instead 


shows method of producing and the chem- 
% shows method of producing and the chemistry of carbureted water gas 


follows 
C+ 20=—CO, 

The heat generated by this reac 
tion is taken up by the CO, and the 
As the 
carbon dioxide is at a very high 
ascends and thus 
brings the fuel above it to incandes 


nitrogen of the air supplied. 
temperature, it 


cence. In contact with this glowing 
carbon, the CO, should be instantly 
decomposed into CO. 
co, + C = 2CO 

If the air supplied to the producer 
is dry and the decomposition com 
plete, the resulting gas will consist 
of a mixture of carbon monoxide and 
nitrogen, and is called simple pro 
ducer gas to distinguish it from the 


hydrogen and hydrocarbon.» 


passing air alone over hot coal or: 


passed over the combustible, the steam 


is decomposed,¢« giving carbon monoxide and hydrogen, a¢ 


formed as 


16 


cording to the equation: H,O+C—CO+H, 









es a 
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WATER GAS PRODUCES HOT FLAME 
Y FAR the most important property of water gas is 
B its exceedingly high flame temperature. ‘‘Under gen 
eral conditions the temperature of the hottest part of 
the flame is about 2,800 deg. to 5,000 deg. F."'4 

The decomposition of the steam by the carbon results 
in equal volumes of carbon monoxide and hydrogen or 
28 part of carbon monoxide and 2 parts of hydrogen by 
weight. 

The desirability of enriching producer-gas by the addi 
tion of steam is immediately apparent. Simple producer 
vas made from coal or coke contains only 157 B.t.u. per 
cubie foot whereas water-gas contains 322 B.t.u. per 
cubie foot. Further, one of the chief characteristics of 
gas rich in hydrogen is its tendency to yield a short flame, 
and hydrogen is very susceptible to the catalytic effect of 
the heated surface of the firebox. 

The basis of the gas supplied to cities is water gas. 
Over 75 per cent of the cities supplying gas in this coun 
try make water gas which is enriched with gas oil.) In 
fact, that petroleum product of the Baume gravity 32/36 
is universally known in the oil trade as ‘‘gas oil’’ because 
of its general use by gas companies in the manufacture of 
city gas. 

When water gas is enriched by the hydrocarbons ob 
tained from gas 7. the resultant mixture is called ‘‘car 
bureted water-gas.”’ This gas has a much greater heat 
value than water gas. Water gas contains 322 B.t.u. per 
cubic foot, while carbureted water gas contains 765 B.t.u 
per cubic foot. 

An analysis of the gas supplied to Boston, Mass., is 
typical of carbureted water gas. This analysis is as 
follows:i (The figures refer to per cent by volume.) 


co CoH oO CoO CH, H N 
«& 
(CeHe 
’ 9 15.6 0.0 25.3 25.9 27.9 3.0 


Table 1 gives a comprehensive ¢omparison of the three 
commercial gases just described.i (The figures refer to 
percentage by volume.) 

TABLE I 


Name CO 0 
Producer Gas from coke 2 0.0 
Water Gas i am ; ‘ 4.2 O05 


Carbureted Water Gas 






Fig. 4 


Commercial carbureted wa- 

ter gas is made by first 

making water gas and 
then carbureting it 


Commercial water gas is 
made by burning coal under 
forced draft to high tem- 
perature in a_ retort, at 
about 100 degrees F. the 
air blast is shut off and 
steam turned onto the hot 
coals, the oxygen and hy- 
drogen of the steam are 
broken up and the oxygen 
is picked up by the carbon 
of the fuel thus forming 
carbon monoxide and carbon 
dioxide gases. These gases 
are passed into the car- 
bonizing chamber where va- 
porized oil is added so that 
the carbon of the carbon 
dioxide can pick up more 
carbon, thus turning it to 
carbon monoxide ready for 
complete combustion by the 
addition of the necessary 
oxygen 
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Hiluminants 


It is worthy of note that oil gas requires 54 per cent more 
air by volume for combustion than carbureted water gas.k 
In the commercial manufacture of carbureted water gas 
for cities, anthracite coal is usually used. The coal is placed 


in a large chamber and ignited A blast of air is intro 
duced into the chamber and the temperature brought up to 
2,100 deg. F The air blast is then stopped, and steam 
is introduced into the chamber The reaction between 


steam and the carbon of the incandescent coal forms water 
gas When the temperature of the chamber drops to 
1,300 deg. F., the steam is shut off and the air blast 
turned on The process is intermittent The water gas 
manufactured in the chamber is drawn off into a car 
bureter where it is mixed with oil gas which has been 
vaporized in a separate retort 

The percentage of the steam decomposed in the proces: 
varies with the temperature This relation is shown by 


Dancaster, as follows:! 


Percent 
Temperature Centivrade Steam Decomposed 
674 SN 
\ 41.0 
4 70 
LOT 935.0 
1,060 94.0 
11 99.4 


CARBURETED WATER GAS NEW IN) DOMESTIC 
HEATING 

T IS indeed remarkable, in view of the simplicity of 
| commercial carbureted water gas manufacture, that 
there has been previously no attempt to manufacture 
it on a small scale for domestic heating. This is all the 
more remarkable on account of the general adoption of 
oil for heating residences. 

An apparatus that manufactures carbureted water gas 
in the firebox of a domestic heating plant and burns the 
gas as fast as it is made has recently made its appearance 

At this point, it is necessary to emphasize the fact that 
in the manufacture of water gas the only necessary con 
ditions are the presence of incandescent carbon and steam 


OIL SUEY TO SCRUBBER 


AND HOLDER 
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CARBURETED ‘WAT ER GAS 


Commercial Process 











In commercial practise, coal or coke supplies the carbon 
But any flame contains incandescent carbon Friedrich 
Slemen one of the nventors of the regenerative oper 
hearth furnace quoted thus 





rhe ligh nd heat diating capacit of a flame de 
pend ipon the pr ence of fre carbon particles pro 
duced therein by the disso 


ciation of hydrocarbons. This 


free carbon iltthough in 
finitely 
olid 
and is heated up to the 


minute, is present as 
flame 


flame 


particles in the 


Kua aw 


temperature ih carbon 


particle radiates heat and 


light to all sides, and con 


tinues to do so until it is 
burned to carbonic acid, or 
until the flame is cooled 


below the 
candescence The free car- 


temperature of in 


Carbureted 


bon in the flame is always 
the last 
so that in all cases of incom 
this 


and 


which is consumed, 


— tg 
plete combustion, it is 
which remains 


itself as soot in the 


carbon 





de posits 


flues or passes out as black 





smoke.’ 
In my investigations of 
the flame temperature of 


this apparatus, I found an 


average temperature of 
2,260 deg. F 


higher than the 


. Which is much 
temperature 
obtained in commercial 


practice 


‘iz. 3.—BE, 
It is a matter of 
that in every 

what fuel is used, 
Part of the 
with the air for 


knowledge 
furnace no matter water gas is formed 


Gebhardt says moisture in a fuel and part 
of that 


through the 


combustion passes 
superheated steam That 
with the 


form 


brought in 
furnace as highly 


part of the moisture which comes into contact 


incandescent carbon combines with the carbon to 


CO, CO, and H.,, thus 
HO+C co + H, 
2H,O + C = CO, + 2H,” 
foregoing are applied 


The described in the 


to domesti« 


principles 


heating in the following manner: Oil is de 


af = = ing in contact 


B a 
(ay eo) Water Gas 


Gas from Oil’ 
—< +t ss/ 


Door _— — 


Where the carbureted water 
common zas is generated and burned 
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vertically through a horizont 
oil is vaporized A container beneath th, 
float 


upward pipe to a 


livered 


disk where the 


heated disk i upplied with water by means of a 























base and then is led into a 


manifold and 


generated in the 
admitted 


Steam i 
into the 
with the steam. Th: 


manifold Air is also 
mixes 
oil gas ignites as fast as it 
is vaporized and the supe: 
heated 
and through the flame, 


with the par 


steam is blown int 


com 


ticles of incandescent carbon 
in the flame. Inasmuch as 
the flame temperature aver 
ages 2,260 deg. F., the for 
carbureted water 


—— 
B 


mation of 












gas is immediate, as is its 





combustion. 
The fundamental 
ciple of the use of car 


prin 


yg r bureted water gas for indus- 
/ Pid fa 
trial operation is to secure 


complete combustion with a 





minimum of air excess 


“This is made possible by 
the thorough mixture of 
the oxygen and gas during 
combustion, a requirement 
which is not feasible with 
any other fuel.’’o This prin 
ciple is equally fundamental 


in domestic heating. 
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Women Influence Buying for Home 


GROUP of men, all interested in the advertising busi- 
A ness, were seated in the smoker of the suburban 
One of them, the advertising manager large 
retail establishment, asked each of his companions in 
turn what he thought of billboards, especially road signs. 

Most of the received were decidedly unfavor- 
However, as the went on he finally 
The great offered to the 
that the man who was driving 


train. of a 


replies he 
able. discussion 
carried his 
road sign or billboard was, 
the car had no time to read them. 

manager’s answer to that was, “I am 


point objection 


The advertising 
not trying to sell the man drives the car. I am 
trying to sell his wife who back and 
who does have time to watch the sign boards.” 

Whether that idea is in accord with the popular con- 
of the as the head of the house, it is 
recognized by every retail 


who 


sits in the seat 


husband 
truth, 


ception 
large 


nevertheless a 








merchandiser, that much of the buying done for the home 
is influenced by the woman in the home. 

This is logical. The wife spend 24 hours a day in the 
home. Consequently she feels more strongly about the 
appointments in the home than does the head of the 
house who spends most of his time at his office. 


Men react quickly to brief advertisements built on 
facts. Women react more quickly to advertisements in 
which what we call “atmosphere” is sought. 

The wise retailer arranges his shop to please the 
feminine eye. Note in the better classes of shops the 
lattice work, the shaded lamps, the wicker chairs, and 


the spotless condition of the merchandise shown. All 
this is aimed at presenting merchandise and surroundings 
as pleasing as those of a well-run home. 

Don’t forget the woman in planning your advertising, 


in planning vour store, and in operating it. 
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N previous issues, the concentration mill in which the 


copper is separated from the earth and other waste 


material, has been described. The little picture below 


of the vibrating jigs and tables in a concentration mill 


will recall the description of these processes 


From the concentration mill the product is carried to 


the smelter A modern copper smelter is shown in the 


large picture above 
The product as it comes from the concentration mill is 


‘ 


known as “concentrate.” 


The concentrate that is high 
in sulphur is roasted in the 
smelter to get rid of its sul- 
This is ac 


phur content 


complished by feeding the 
concentrate to furnaces that 


are known as “roasters.”’ 


General view of a modern copper smelter 


No. 12 ina series of Picture-Stories 
on the manufacture of BRASS PIPE 


—SMELTING the ORE— 














central 
arms with 
As the ore falls on the 


through this hearth is a 


attached 


Running vertically 


column to which are water-cooled 


rabble blades mounted on them. 


hearth the revolving arms through the rabble blades 
gradually work the ore toward the outer edge of the 
hearth. 

Archaeologists and metallurgists differ as to how the 
first alloy, copper and tin, came about, but we do know 


bronze the first metallic compound, and so ex- 


that 


Was 
tensive wes its use that the 
epoch is known in history as 
the “Bronze Age.’ Brass 
was not to follow bronze for 


’ 


several thousand years, for 
the sixteenth 


D. that zine was first 


it was in cen- 
tury A. 


used as an alloy with copper. 





These furnaces are cylin Long before America was 
drical in form and about 23 settled by the white man, 
feet in diameter Their Tables and jigs in a copper concentration mill copper had been mined, and 
height is dependent upon used for various tools and 


decks with which 


about 7 of 


hearths or 
there 


the number of they are 
equipped. Ordinarily The 
ore is fed to the upper hearth at its center and is heated 
by the combustion of the sulphur in the ore, this com- 


are them 


bustion taking place on the lower hearths 


by cliff dwellers and Indians, but with the 


Columbus and other explorers, copper mining 


instruments 
coming of 
was begun in earnest by some of our earliest settlers. 

No. 13 will the blast furnace 


Picture-story describe 


is used 


is constructed and how it 


how it 

















ow Do You Estimate Laborr 


A discussion of the methods followed by 
two plumbing firms 


By R. M. STARBUCK, JR. 


recall that 
of 


“off and on’ 


ANY will 


ago, 


of our readers a year or so 


we wrote a series articles on plumbing 


i 


we 


’ 


estimating, and that since that time 


the subject, 
of 


article on only 


the 


have had an occasional 


recently presenting an article on method esti 


mating being followed in Cleveland. 

The one phase of estimating on 
which there is the least information 
published or available, is that of 
labor. It seems as though everyone 
qualified to impart instruction on the 
general subject of estimating, right 
away begins to hedge when you ask 


him to tell you how he figures it. 


In our desire to give our readers 


something really worth while on this 
subject, some time ago we sent out a 
num- 


questionnaire to a considerable 








ber of successful plumbing contrac- 
tors, believing that the answering of 
our questions would give the informa- 
tion desired, and that it would be of 
exceedingly great value to have the 
methods and data used by these suc- 








to study. It would not 
our that young plumber 
who might receive information of this 


cessful men 


be idea a 





character could swallow it whole, so } 

to speak, but that the reading and = 1 Cellar 
studying of such material would be my ay 

very beneficial to him, and that he Tat 

might perhaps find that more or less 

of the information could be applied 

in his own business. 


Up to the present time, a few replies have come in, and 


we hope many more will be received 
A large number of questionnaires are being mailed 
from time to time to get opinions from many people. 


We will give you two of the replies that have come to 


us, and from time to time hope to be able to give addi- 
tional matter of the same kind. 

The Patterson-Stewart Co., Springfield, Ill., has been 
kind enough to go into the subject at length, as also 
S. E. Thorn, of the Egyptian Supply Co., Christopher, III. 

ONE METHOD SUBMITTED 
HE PATTERSON-STEWART information is based on 


~- 
pe cost of labor and material at the time their letter 
was written, June 19. The letter follows: 

“In answer to your questionnaire regarding labor esti 
figure the labor material required 
Plumbing installations as follows, and revise the selling 
price as per market, both labor and materials.” 


mates, we and on 


In estimating costs arbitrary figures of $11.00 per day 
for plumbers and $4.90 to $4.50 per day for helpers were 


selected. 
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“Soil Pipe in Ground in Basement 
Size Price, Laid 
2-in. X-H 1.00 per runni f 
in. X-H 1 per run f 
f-in. X-H 1.75 per runt f 
in. X-H 2.25 per running fo 
6-in. X-H 2.¢ per rut foot 
N-ir X-H $50 per t 
“Stachs 
brik 
Size and Height Installed 
story 2-in. X-H, C.1 $42.50 
2-story im, A-H, C.] 1.00 
Kach additional ry 8.50 
l-story 3-in. X-H, C.! 0.00 
}-story iin, AK, C.] : 61.50 
Kach Additional story 11.50 
: 1-story—4-in. X-H, C.1 64.0 
2-story f-in. X-H, C.I 77.00 
Kach additional rs 14.00 
l-story 4 in. and 2-in ymbina I 
stack ' 
story 4 in. and 2-in. combination 
stack 65.0 
| Each additional story 8.50 
1-story—2-in. X-H vent staclh 19.00 
Kach additional story 8.50 
“Fixtures—Roughing 
Roughing W. C regular installa 
tion ; , 9 9.6 
Roughing W. C., vented bend 18.00 
Roughing bath tub, close to stack 25.00 
houghing bath tub, opposite stack 30.00 
Roughing lavatory, close to stacl 9.00 
z Roughing lavatory, opposit ta 14.00 
Oreiner Roughing sink, lead 13.00 
Roughing laundry tub, lead 13.00 
Roughing trough urinal 11.00 
Roughing built-in urinal 12.50 
Roughing cold water opening 
Roughing hot water opening 
Roughing sill cock complete Oo 
“Fixtures—Finishing 
Setting W $ §.00 
Setting lavatory 8.00 
Setting leg bath tub . 8.00 
Setting built-in bath tub 18.06 
Setting roll-rim sink 10.00 
Setting wall urinal 10.00 
Setting built-in urinal Oo 
Setting laundry trays... lf 
“Miscellaneous 
Floor drain complete, including 4-in. I’ trap and 9x bell 
trap 6 
Furnace coil 4.0 
Stove connection O¢ 
Setting range boiler 11.04 
Setting laundry stove ; 11.00 
Inspections on all fixtures, including flour drain each 1.00 
“We have adopted the above plan for quick figuring 


and by revising the prices when any important reduction 


or advance occurs, we have proved the plan successful.’ 


WORK OUT YOUR OWN FIGURES 


T seems toe us that the real the 
I but the method itself. We doubt whether many plumb 
worked 


point not amounts 


Is 


ing concerns have out any such set of selling 
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prices as these, and the way they have been worked out 
by the others to go 
and do 


Patterson-Stewart Co., may prompt 
likewise. 
It seems to us, however, that no one could take another 
but work 


according to own knowledge as 


concern’s 
himself 
from his own experience. 


figures, would have to them out for 


his obtained 

The proof of the pudding certainly is in the eating, and 
when this method of 
think it is 


such a concern as this states that 


quick estimating has proved successful, we 


worthy of earnest attention. 
We using the 
estimator must have to make due allowance for installa- 


presume that in such a set of figures, 
tions that are out of the ordinary. 
Mr. Thorn’s letter gets at 


different 


the subject in a somewhat 


manner, as follows: 


“Your letter in regard to labor estimating has been 
referred to this writer for reply. I am glad to inform 
you of my experience and the conclusions I have reached 
regarding this interesting subject. 

“First of all, I wish to repeat what has already been 
many that there are no hard and fast rules 
for estimating labor. The only basis is past performance, 


said times, 
and as each new job is likely to present some new prob- 
lems, that may prove misleading. 

“Most of contracts for the average five- or 
six-room-and-bath dwelling house, calling for the instal- 
lation of three bath room fixtures and the kitchen sink, 
with the necessary wastes, vents, and hot and cold water 
supply. There are the new houses and the old remodel- 
ling jobs. The new houses take less time for roughing-in, 
as the work is usually open, that is, there are no floors 
to take up and replace, and no plastered ceilings to go 
through. The old house requires much more cutting and 
repair of walls, and and is often not 
adapted for the kind of plumbing the owner desires. On 
the other hand, the old job presents the advantages that 
it can be started and completed without interruption. 
After the new house is roughed-in, several weeks must 
elapse before the fixtures can be set and the job finished. 


even 


our are 


floors ceilings, 


Moving from one job to another always involves loss of 
time. 

“This class of work requires average labor as follows: 

l’oughing-in bath room only, and dropping stack 
through first floor to basement of new house, required 
about 16 hours for one plumber. 

Roughing-in in the basement, including the sink con- 
nection and hot water boiler, 16 to 24 hours, accord- 
ing to the construction of the basement. 

Setting of four fixtures required 8 hours plumber and 
helper, and 8 hours for miscellaneous finishing. 

“Summed up, the average dwelling house will require 

six days plumber and two days helper. If there is to be 
another bath room on the same stack, an additional three 
to four An extra lavatory 
requires from two to six hours, according to the waste 
and vent and an the same 
stack. four to six hours. Thus, using the average dwell- 
ing job as a basis, additions and subtractions are made 
for more and difficult installa- 


days would be necessary. 


connections, extra toilet on 


or less fixtures and easy 
tions. ; 

“In conclusion, it is the writer’s opinion that labor 
cannot be based directly in proportion to the number of 
or the amount of material, because many in- 
stallations require long and easy runs of piping, while 
others require only short runs but much complicated 
fitting.”’ 

We give you these two letters for whatever they may 
be worth. They are written out of the experience of two 


fixtures, 
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concerns, a fact which should make them o: 
the younger plumbing contractor. I 
has long been an object of ours to present to our reader 
just such material as this, 
much 


successful 
special value to 
and we would be much please 


to receive very more of such matter than eve: 
reaches us. 
We thank these friends for their kindness, and hop: 


their examples will be followed by many others. 


A MEMBER FROM VANCOUVER HEARD FROM 
HIS article is apparently destined to be a sort of 
7 anee. several things mixed together, something we 
have not treated our readers to for some time, but which 
occasionally works to advantage. 

Last March Mr. David Ross, of Vancouver, B. C., wrote 
us an interesting letter, which in some way became mis- 
laid, and has only now come to light. His letter concerns 
the connection of a dental cuspidor into a sump tank, as 


shown in Fig. 17 of the Feb. 21 Schoolmaster article 
We show this connection herewith in Fig. 1, and con- 
cerning it we had the following to say: ‘The cellar 


drainer discharges into a sump tank, the latter connecting 
through a back water valve into the main drain. We 
note that the dental cuspidor discharges to the sump 
also, and would inquire whether this is customary prac- 
tice. The discharge from the cuspidor into an open pit 
would cause a nuisance, according to our opinion, and for 
that reason we prefer a direct waste connection for this 
fixture.’’ We quote from Mr. Ross’ letter as follows: 

“Regarding your criticism of drawing submitted and 
published in the issue of February 21st last, I take much 
pleasure in answering your queries anent same. 

“It is the custom in this city, where a series of dental 
wastes are installed in any building, to use an intercept- 
ing trap or sump, for the purpose of preventing this type 
of trade waste discharging directly into the house drain 
and public sewers, the reasons for so doing arising from 
experiments conducted by civic officials, in the engineer’s 
and plumbing inspector's departments, tests and analyses 
proving that the percentage of plaster of Paris, gum and 
rubber deposits were almost 80 per cent of said waste, 
this in time solidifying in the waste lines, and creating a 
condition which necessitates needless expense and a good 
deal of work and inconvenience to replace. 

“You will also note that our reason for discharging 
the dental waste as shown in our drawing, into the floor 
sump, was in view of the fact that we also discharge our 
cellar drainer into it. In the down-town section of our 
city, this cellar drainer would work every day in the 
year, thus creating a flow of clear surface water to wash 
away and offset the discharge from the dental waste by 
constantly changing the water. I wonder whether any of 
the other Class members have given this angle of an 
obnoxious waste the consideration due to it. In some of 
the large buildings in this city, where there are a number 
of dental wastes discharging into an intercepting trap, 
they require cleaning out weekly. 

“In fairness to the other students of the Class, this 
explanation of our' drawing is respectfully submitted. 
Furthermore, we welcome your criticism and appreciate 
your comments.”’ 

It is always a good thing to hear both sides of a story, 
and Mr. Ross’ side of the story has a distinct bearing on 
the subject. 

We judge from what he has written, that conditions 
are such that there would never be a time when, in the 
section of the city where the dental offices are located, 
that there would not be frequent discharges of the cellar 
drainer. This makes the connection a very much 
satisfactory one than would otherwise be the case. 


more 

















Hot Water and Kefrigeration 
in Group Apartments 


L. HUBBARD 


By CHARLES 


HE HEATING contractor is called upon for pro- 
viding the necessary boiler power for heating water 
for domestic purposes in group apartment 

buildings as were described in the previous article, and we 

will make an estimate of this in the present case. As 
this service is called for throughout the year, we will 
provide a separate boiler for this purpose. First, let 
us take up the requirements for toilet and kitchen pur- 
Estimates for the various uses vary considerably 
For 


such 


poses. 
in different localities and under different conditions. 
the type of building under consideration, we will assume 
the following maximum requirements: 

Gals. per hour 


re eee ee er eee 4 
cage a cow torial a asset as at a 30 
Kitchen sinks. 16 

NEE hoe ene eects hia ws/nisia ks Skee 50 


In a large apartment house, only a portion of the fix- 
tures will be in use at one time and it will be ample to 
provide for an average load equal to 50 or 60 per cent of 
the maximum, or 50 x 0.6 — 30 gal. per hour per apart- 
ment, where they contain one of the kind 
enumerated above, as in the present layout. 
of 5 buildings contains 36 apartments, calling for 36 x 30 

1,100 (nearly) gals. of hot water per hour under 
average conditions, or 36 x 50 — 1,800 gaks. maximum. 
The capacity of the heater should be based on the average 
requirements, and provision made for a peak load of, 
2 hours, by the use of a storage tank. The maxi- 
mum requirements for 2 hours will amount to 2 x 1,800 

3,600 gals., of which 2 x 1,100 2,200 gals. will be 


“ ae 


fixture each 


say, 


*Another article on heating, ventilation, hot water supply 
and refrigeration in the group apartment building, Alden 
Park Manor, recently constructed in Brookline, Massachusetts, 
’ Sept. 12, 1925. 


appeared in “Domestic Engineering,’ 


The group: 


23 


heated during that time, leaving 3,600—2,200 1,400 
gals. to be drawn from the storage tank. In proportion 
ing a tank for this service, an allowance of 25 per cent 


should be made so as not to use the entire contents, which 
in the present case, calls for a total capacity of 1,400 x 
1 


.25 1,750 gals. 
If we assume the peak load to extend over only 1 hour, 
only 1,800—1,100 


age, calling for a tank of 700 x 1.25 


700 gals. would be drawn from stor 
875 gals. capacity. 


In the present case we will take the average of the 
1,750+875 
two, or 1,300 gals. in even numbers 
9 


In estimating the hot water required for laundry pur- 
poses we will assume the weekly work for the 
4 


making 


fami 


36 
lies is to be extended over 4 days, or 36 9 washings 
will be at the time. In 
of this kind we may assume 1 gal. of water per hour per 


persons 


done same estimates 


piece laundered per day. Taking an average of 3 
per family, and 2 dozen pieces per person per week, calls 
for 32 x 24 
total of 72 x 9 

If this were drawn off at 15 minute intervals, the stor- 
age capacity should be (648 3) , and 
the heating capacity the full amount, or 648 gals. 

This makes a total heating capacity for all service of 
1,100 + 648 — 1,748 gals. per hour, and a storage of 
1,300 + 270 1,570 gals. 

In the arrangement employed for the single group plant 
shown in Figs. 1 and 6, we will place a coil storage 
tank in the basement of each building and connect them 
with a steam boiler located beside the heating boilers in 
building C. This will give fairly quick service without 
the use of a circulating pump. 

As there are 36 apartments 
quire a heating capacity of 1,748 


"79 


72 gals. of water per family per hour, or a 


— 648 gals. per hour. 


x 1.25 270 gals. 


it will 


48 gals. and a 


ie layout re- 


6 
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STI 


gals. each, on which 


capacity B. a 1°} 
the 
Heating capacity 


storage 


basis each building will following 


require 
Storage 
Building per hour, gals capacity, gals 
282 
$2 


» 


564 


storage tanks provided with 


516 


In the ordinary brass coils 


steam at 5 Ib 


with 
will 


steam to the 


and each sq. ft 


B.t.u 


supplied pressure 


of coil surface transmit about 25,000 hour 
the 
To raise the temperature of 1 Ib. of 
170 120 B.t.u 
the temperature of 282 through 


120 


per 


from water 


water from 50 to 


degrees requires 170—50 hence, to raise 


this will re- 
making 


25,000—12 sq. ft. in 


gals range 


quire 282\8 280,800 B.t.u., necessary a 


the tanks 


surface of 280,800 
in buildings A, A,, B, B,. 
In building ¢ 
24 sq. ft 
The total 
is [(12 44) 
the condensation of 
lb. of 


boiler 


a coil surface of (564 120) +25,000 
is required 

the coils 
require 


1,800 


heat transferred per hour by all of 


+241! -25,000—1,800,000, which will 


practically 1,800,000+1,000 
steam per hour, or approximately 1,800+33—55 


horse power 


As the maximum re 


Mot waler Io buildings Tt. 
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Fig 


case Ww 


shown in 
this 
units of 


same noted above and 
The boiler 
he 3~40 120 
horse power each, which are the same size as those us 
The 


and 


pump 4s 


for water heating in 


power 


power 


horse equivalent to 2 


for heating best arrangement would be to inst 


5 of these units operate such a number as may 


found necessary at different seasons of the year. 
hot 


city 


water service is v« 
and pra 
some engineers even 


The apparatus specified for 


based on modern practice 
that 


the present time 


generous and 


tically double estimated by 
If for any reason it is desired to supp! 
the of the 


The object of the presen 


less capacity per apartment, size equipmen 


can be cut down in proportion 
the 
the 


article, while based on best practice as to assumy 


tions, is prepared for purpose of illustrating th: 


methods to be employed rather than for actual figure 


REFRIGERATION 

PARTMENT houses, especially those of large size and 
A in groups, offer an especially good opportunity fo 
mechanical refrigeration A small automatic machin: 
may be placed in the basement of the larger building ( 
cold brine pumped through 
the refrigerator of each apartment, or it 
a single outfit, and pump the brine to all of the 15 


coils in 


better 


of each group, and 
might be 
to use 


buildings in the larger 
group. 





=== 
quirements will occur 1 


only for a couple of 





hours per day, while 


The 


depend largely upon a 


decision would 


comparison of the cost 





laundry work is being 


carried on, it will be 
safe to instal a 
of about 10) 
force it 30 


peak 


boiler 
horse 
power and 


per cent during 





Storage Jank 


of the larger and 
longer mains, and the 
3 smaller machines 


and shorter mains 
taking 
the “heat 


cost of 


into account 


loss’” and 





pumping in 





loads Return 


—_—»_ 





In case of the larger, 


or o 





group plant, a Cola waler 


supply 


good arrangement 
would be to one 
heater of suffi- 
capacity to do 
(216 


surtace) 


use 
large 
cient 
the 
sq. ft. of 


entire work 








coil 





and storage capacity 


each case. 


If each ice box re 
quired the equivalent 
of 25 Ib. of 
day. the total 
group of 








ice per 


for one 
buildings 
would amount to 

0.45 tons of 


2,000 





of 4,600 gallons, in 


one or more units, lo 
the 
and cir- 

culate the water through the basement supply mains of all 
of the centrifugal pump. 


In order to the 


circulating pump 


cated in main 


boiler room, 
means of a small 
the 
insulated. 


buildings by 


offset radiation losses from mains 


they should be well 
Instead of placing the heating coil in the storage tank, 
feed the 


circulating utilizing the 


a supplementary water heater may be used for 


purpose of the water through it, 


Fig. 1—Piping arrangement showing storage tank, tubular heater and 
for hot 


refrigerating 
or practically 1.5 tons 
for the entire group of 
increased to 2 tons to 


capacity 
water service. 
15 buildings, which should be 
offset the heat transmitted to the distributing brine lines 
These should be thoroughly insulated and kept in con 
duits the hot piping 
Small electrically driven compression machines, with the 


separated from steam and water 


necessary condensers and brine coolers, are very simple 


and practically automatic in their action. 
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Automatic 


Heat Regulation 


KEEPS YOU | 


| 





Teachers, 
parents and 
children will 
be interest- 
ed in “The 
Story of the 
Bath.” Bet- 
ter than a 
fairy tale. 
Free copy 
on request. 


NDISTURBED sleep in the morn- 
ing, rooms at the proper temperature 
when the family gets up—these are 
the things which modern automatic heat re- 
gulating devices place at your command. 
There’s no need for anyone to rise in the 
cold early morning hours and go down into 
the basement. .\When the children are ready 
to get up, their room will be comfortably 
warm—no catching cold while dressing. 
Automatic heat regulation robs the winter 
i that of 
spending the necessary time in the basement 


of one of its most irksome tasks 
at five or six o’clock to “get the fire going.” 
Just set your control and get up toa house 
“warm as toast.” 

We'll be glad to call on you and explain 
these devices, or to have you drop into our 


sales room and see our display. 
(In this space your Name, 
Telephone, and 
\ddress ) 





















“*Once Upon a Time” 
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YO DOUBT you've noticed that each week in the Advertising Edi- 
N torial we include a little copy about “The Story of the Bath,” 
offering a free copy on request Don't overlook that bet. Advertising 
ought to produce action of some kind You can’t expect to have every 
advertisement bring people in to buy but you can make every one 
bring some in to ask for something Don't fail to use “The Story” 
is a bait for inquiries. 

The cost of the Advertising Editorial illustrations is very small 
‘4.20 for 12, 20c extra for the “Bath a Day” slogan cut And even 
vou don't use the illustrations, we invite vou to make use of the 
Which you find on this page each week It will pay you 
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LETTER 
a Week No. 32 





Now ts the time to push the subject of 


\utomatic Heat Regulation. Send the fol 


lowing letter to a dozen or two prospects 


for this kind of device—home owners who 


can atford to instal it and who ought to have 


it for their own comfort 


Two Rivers, N. \ 





September 26, 1925 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam: 
Automatic heat regulating devices have 


robbed the winter of one of its most irksome 
tasks—that of spending the necessary time 
in the basement at five or six o'clock to “get 
the fire going.” 

With an automatic heat regulator in your 
home, you merely set the control and you 
get up in the morning to a house as ‘‘warm 
as toast.’’ When the children are ready to 


get up, their room will be comfortably warm 


no catching cold while dressing. 

I needn’t point out the luxury of an un 
disturbed sleep in the morning With a busy 
day facing the mother of the house in the 
home, and the head of the house at the 
oftice, each needs a good night's rest Each 
needs to wring the last possible moment of 
rest from the night, before plunging into 
the workaday world. 

We shall be very glad to call on you and 
explain these-devices, or to have you drop 


into our sales room and see our display 
Yours very truly, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 53 


mraHikke FIRST thing of importance in an ad 
vertisement is the copy Don't make the 


mistake of thinking that because you can't usé 
big space in your newspapers that it’s better 
for you to stay out There are products on 
the market which have been sold for years by 
the use of one- and two-inch advertisements 
Start with the Adlets if you can’t afford bigger 
space Use the one below Just type it out and 
give it to your newspaper 





Heat Regulation 
Enjoy undisturbed sleep in the morn- 
ing and get up to a 


toast.” 


house ‘‘warm as 
We'll be glad to show you how 
heat 


at a saving to you 


automatic 
this 


regulation accomplishes 














Legal Decisions 


CANCELLATION OF ORDER NOT PERMITTED 

HE rule forbidding the contradiction of the terms of 
i written contract by a contemporaneous oral agree- 
the for the 
containing a provision that the 
the invoked 
a contemporary oral agreement that he might countermand 


ment is applied where written contract 


was 


purchase of goods order 


was not subject to cancellation, and buyer 


the order if he went out of business.—Supreme Court of 


Kansas, in Gerlach-Barklow Co. v. Moore, 234 Pacific 


Reporter, 958 


NOTE PAYABLE IN VILLAGE 
A NEGOTIABLE promissory note, payable in a named 


ft 


within the village, 


village, but without designating any particular place 
is sufficiently presented, so as to charge 
indorsers, when it is in the possession of a notary in the 
and to 


any 


authority to receive 
the 
or residence 


place named with payment, 


maker not having 
of business within the named 
Supreme Court of North Dakota, Engen v. 


Co., Northwestern Reporter, 182. 


protest it for nonpayment; 


place place 
in the note. 
Medberry, etc 203 
CONVEYANCE OF PROPERTY FROM ONE MEMBER 
OF FAMILY TO ANOTHER 
HEN the effect of a conveyance from one member 
W: a family to another member of the family is to put 
the property of the vendor beyond the reach of his cred- 
itors, the transaction will be closely scrutinized, and in a 
suit involving the right to such property between creditors 
of the vendor and the vendee, the burden of proof is on 
the vendee to establish the bona fides of the conveyance. 
Supreme Court of Nebraska, in Blanchard v. McMillan, 
202 Northwestern Reporter, 878 


“EMPLOYE” DEFINED 
S a general proposition, it may be sufficiently accurate 
A to define an “employe’’ as one who performs services 
and 
enough for 
the legal 
to their 
obligations and liabilities, whether to third persons or to 
each other. 
The payment of compensation is an 
relation merely, and not one of iis essentials. 


wages or hire; and 
thus defined it 


inaccurately as a 


for another for 
lexicographers have 
ordinary but 
relation of employer and employe with 


some 

aptly 

test of 
respect 


judges 


cases, 


incident of the 
The essen- 
tials are: The voluntary rendition of service by the em- 
and the employer’s 
Supreme Court 
Inc., 102 


ploye; its acceptance by the employer; 
right to direct and control the employe. 
of Alabama, in Reed v. Ridout’s Ambulance, 
Southern Reporter, 907. 


WITNESS REFRESHING MEMORY 

N an action to recover a balance claimed to be due 
| on a contract for building a house, a witness while 
on the witness stand had a written itemized statement to 
which he referred and from which he refreshed his mem- 
ory as to the numerous items of material and work that 
went into the building, and testified that a balance of a 
amount was still due the plaintiff for the extra 
on the building. He did not attempt to introduce 
books in evidence, nor the written memoranda; he 
refreshing his memory from the written 
that he could more clearly and 
definitely testify as to the facts which he knew of his 
own knowledge with reference to the extra work and 
material furnished on the building while he was present 


certain 
work 
any 

was merely 


itemized statement so 


26 


Therefore the rule which 1 
quires that the books, or written account, be shown | 
have been correctly kept 
evidence, was not applicable, because the witness had t}] 


and assisting in the work. 


before they are admissible 


right to refresh his memory from a written memorandun 
and it appeared that was all that was done in this case 
Potts v. McPeters, 16% 


Supreme Court 


southern Reporter, 


of Mississippi, in 


909 


CUSTOM CONDITIONING CREDIT FOR DEPOSITED 
CHECKS 

HERE the payee of a check deposits same and re 
Oy ccsess credit on his account in the bank on which it 
is drawn, and at the time of receiving such credit knew 
the custom to be that such credit was given on condition 
the drawer had to his account, sufficient funds to 
the check, or should have known thereof, the credit is 
conditioned by the custom, and same may be charged back 
against the account of the depositor thereunder. 
Court of Oklahoma, in Townley v. Exchange 
jank, 234 Pacific Reporter, 574. 


meet 


Supreme 
National 


NO DIVINITY HEDGES CORPORATIONS ABOUT 

ORPORATIONS have in modern affairs grown to be 
i and they are organized for the carrying 
on of all kinds of modern business. No divinity hedges 
them and notwithstanding that in 
the law will be very tender with the innocent stockholder 
who has suffered a wrong, yet in the ordinary affairs of 
business where the corporation itself seeks recovery, the 


common, 


about, certain cases 


same rule as to negligence must be applied to it as would 
be applied to any other. Those who, for reasons satis- 
factory to themselves, procure a corporate charter to carry 
on commercial affairs, ought not to be permitted to say 
that they do not know what is being done or suffered 
by the corporation which they have created and which 
they manage through their chosen representatives, when 
those things are wholly unconcealed and fully apparent 
to any one who makes even a cursory examination.—Su- 
preme Court of Washington, in Hill Syrup Co. v. Fred- 
erick & Nelson, 233 Pacific Reporter, 663. 


LFABILITY ON STOCK ISSUED AS PAID WHEN NOT 
PAID FOR 
ERSONS, to whom stock is issued without payment 
won in violation of a constitutional prohibition, 
are liable to or for creditors, notwithstanding the con- 
stitution declares that stock shall not be issued in violation 
of the prohibition, for the holders of stock are estopped 
to set up the illegality or invalidity of the stock for the 
purpose of escaping liability to creditors. 

One who permits himself to be held out as a stockholder 
of a corporation cannot escape liability under the statute 
for the amount unpaid thereon, on the ground that the 
constitution forbids the issuance of stock except for mone) 
paid, labor done, or property received. 

The right of creditors to compel payment of the balance 
due for stock issued as fully paid, when it is only partially 
so, or when nothing at all has been paid thereon, is based 
upon the fact that such issuance is a fraud as to the! 

Under the Oklahoma statute, each stockholder 
corporation is individually and personally liable for 
debts of the corporation to the extent of the amount tliat 
is unpaid upon the stock held by him.—-Supreme ( 
of Oklahoma, in Collier v. Edwards, 234 Pacific Report: 


720. 
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Dependable 


A mixing valve, to be worthy 
of the name, must function 
day after day, every day in 
the year and deliver the water 
to the shower head mixed to 
suit the requirements of the 


bather. 


It must give immediate and 
accurate control of the water 
temperature when the handle 
indicator is turned to any 
given point on the dial. 


The M-VB Temperator (mix- 
ing valve) is guaranteed to do 
this without interruption for 
the life of the building in 
which it is installed. 


Would you like to know more 
about the M-VB Temperator? 
A booklet has been prepared 
to tell you the story and a 
word from you will send it 
on its way. 


THE AMERICAN PIN CO. 


DIVISION SCOVILL MANUFACTURING CO 
WATERBURY, CONN. 


Temp-rator 
with Shower 
Con bination 

“oe 


Mention Domestic ENGINEERING when writing advertisers. 





DOMESTI KE N¢ i] NEERI NG September 26, 19 








PPT PSP Ee Ree 


Practically our entire line floor of 
plates, air valves, towe! bars and 
flush valves are shown in the 1925 
DOMESTIC ENGINEERING CATALOG 
DIRECTORY, pages 434, 435 and 817 
Reprints, punched to fit T. E. B. 
Loose Leaf Catalog, supplied on 
request 


Common sense design, superior workmanship, 
better materials and serviceability are the most 
important factors behind the “ Jumbo Hanger.” 


Our ‘‘Jumbo” is a heavy, malleable hanger, 
for the hardest duty. It can be used with 
lag screws, bean clamps or inserts. Regularly 
assembled with lag screws that cannot fall 
out—made for 34" to 8” inclusive. 


The Beaton & Cadwell Mfg. Co. 


New Britain, Conn. 
New York Office and Store: 234 Water Street 
A Complete Line of Tested Hangers to Suit Every Purpose 


Mention Domestic ENGINEERING when writing advertisers. 





Optimism Is Keynote of Meeting of American 
Society of Sanitary Engineering 


Progress Made in Plumbing Industry 


Is Spur to Attack 


ODAY'’S will be 
best; the plumbing industry is passing through a 
national crisis; how to dignify the plumbing trade; 
how to eliminate guesswork in plumbing practice; prac- 
tical methods of trade extension; carrying the gospel of 
sanitation to all the world; these and 
many subjects of a more technical char- 
acter were Decatur, Illi- . 
nois, September 15, 16, 17 and.18. It 
was a the 
tieth annual convention of the American 
Society of Sanitary Engineering. J. J. 
Crotty, whose voice has been heard in 
conventions for many years, 
in the chair, with Stephen H. Gilmore 
of St. Louis, 
ready to manipulate the gavel to per- 
mit Mr. Crotty to take the floor in the 
interest of various phases of the plumb- 
ing industry. Mr. Crotty did address 
the assembly on several occasions with 
the old-time vigor and with that happy 
application of quip and metaphor which 
has made his administration so effec- 
tive in the past. 

It was a helpful convention. The 
spirit shown throughout the various 
sessions, the entertainment provided by 
the local committee, and the general 
surroundings left little to be desired. 

During the convention, thoughts 
expressed that should be em- a 
blazoned upon the banners of the plumb- 
ing industry so that the 4g. @. 
plumbing craft may realize more fully 
the important they called 
upon to perform, the dignified place plumbing is destined 
to carve for itself among the industries of the world, and 
the responsibility that the plumber in safe- 
guarding the health of the people whom he serves. That 
responsibility is greater today than ever before. 


best overshadowed by tomorrow's 


discussed at 
four days’ session of twen- 
these 


was 


second vice-president, 


were 


masters of 


service are 


rests upon 


J. F. Doud, of Cincinnati, Ohio; W. C. 


Crotty, president 
Society of Sanitary Engineering 


Groeniger, Columbus, Ohio; J. B. 


Today’s Problems 


INTO SANITATION 
speaker, ‘‘is 
The 


Situation 


PUTTING SANITY 
nah gore 


passing 


plumbing industry,’’ said one 


through a crisis right now future 


of plumbing depends how we meet the 


Other industries are making 


upon 


great strides Plumbing in 


spectors, master plumbers, supply 


men, journeymen and manufacturers of 


2 the land 


now to take action that will put plumb 


have it in their power right 


ing a generation ahead of where it is 
today. 
“One 


ous study of 


seri 


the 


means of doing this is by a 
the 
department of commerce 


plumbing code of 
How can the 
public respect the plumbing trade when 
that 


12 closets on a 4-in 


it learns one American city per 


stack 
with 


mits vent 


and another permits 65 closets, 


other cities at various points between 


This is only one of 
the 
United States.”’ 


These and various other peculiarities 


those extremes. 


many inconsistencies in numerous 


codes now in use in the 


in plumbing codes are shown in tables 


of comparisons which have been pub 


lished in “Domestic Engineering’ from 
time 
“Master 


jobbers, 


time to 


plumbers, plumbing inspec 


manufacturers and jour 
the 


plumbing trade is passing through right 


tors, 


neymen should recognize what 


said another speaker. ‘‘The issue 
is squarely before us. Shall we 
the 


now,” 


£0 on as 


of American We have done in past, each city 


guessing at~its Shall we as a 
ignore the facts 


Shall we continue 


code? 
nation continue to 


out by scientific research? 
the 


out by 


brought 
plumb 
the 
out by 


laws of applied to 
the 


commerce 


to ignore physics as 
ing 
department of 


the 


building code committee of 


the 


brought 


and facts *brought 


research laboratories of schools and universities? 


Walker and J. R. Walker, Waterbury, Conn.; 


Fitzgeorge, Trenton, N. J. 
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Left half of the group picture of the sanitary inspectors 


The time is here when we should put sanity into sanita- 


I am 
the lethargy of so many connected with 


tion, or forego our claim to be called sanitarians. 
impatient with 
plumbing and sanitation. 

“Florida 
following the 
John 


now has a code and it was necessary work 
passing of the new bill that kept 


Indiana 


recent 
has recently 

plumbing 
But let us 
action. 
The plumbing trade 
is asleep at the 
switch. Let 


Bronzonie at home. passed 
a_ state 
code. 


show some 


us get 
together and _ put 
sanity into 
mak- 
ing an application 
of the facts that are 
now available. Let 
us make an appli- 
cation of the known 
that 
govern the installa- 


some 





sanitation by 


physical laws 
tion and use of safe 
and efficient plumb- 
ing.”’ 
Florida had _ its 
fight for a plumb- 
ing bill, a fight 
which should be an 
inspiration to every 
master plumber and 
plumbing in- 
spector in the coun- 
try, a fight which 
they won at the 
eleventh _ hour. 
Strangely enough the objection came from medical men. 
Some speakers pointed out that the west end of Florida 
is not as progressive as some other parts of the state— 
they are backward in the of sanitation. There 
however, no opposition from master plumbers of 
the state even though the new bill takes quite a bit of 
money out of their pockets for licenses. But the master 
plumbers know that the new code is for the protection of 
the public, and that it will safeguard the people of the 
against the dangerous practices of plumbers 
who do not have a well grounded knowledge of and 


every 





Adolph Mueller, president Mueller 


Co., Decatur, Tl, 


science 


was, 


state 


do not have sufficient experience in their profession 

State plumbing inspectors who have a state code under 
consideration would do well to get in touch with Mr. 
tronzonie and procure from him first-hand information 
regarding the difficulties encountered and overcome in 
Florida and also regarding methods employed to get the 
plumbing bill passed. 

Mr. Bronzonie visited many parts of the state, calling 
on master plumbers to learn their attitude toward the 
bill. They were for it almost unanimously in spite of 
the fact that it meant that each master plumber must 
pay $25 the first of September and $10 on the first of 


Top: Wm, Lynn, Cincinnati; F. E. Melker, Lincoln, Nebr.; !. 

A. Wolfe, Shreveport, La.—Middle: Mr. and Mrs. C. A. Rainger 

and Mr. and Mrs. Denzin, all of Cleveland, 0.—Bottom: ©. 

W. Sheppard, Des Moines, In.; Geo. B. Barron, Compound 

Injector & Specialty Co., Chicago, and A. M. Douglas, Dallas, 
Tex. 
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ANNOUNCING 
A NEW 
SERVICE 
TO OUR 

CUSTOMERS 











Your name can now appear 
on ARCO Packless Valves 


OU can now advertise your business in all the homes 

where you install high-grade heating jobs. You can 
get display space in the best living rooms and dining rooms 
—space that no one else can buy for love or money, 


By etching your name in nickel on the black dial of each 
ARCO Packless Valve, we will enable you to secure this 
valuable advertising for your business. 


This service puts your advertisement on every valve you 
install. It identifies your shop with the quality of ARCO 
Packless Valves. It gives you the direct benefit of the 
millions we have spent in advertising ARCO products. 


Ask your American Radiator Company salesman about 
this new feature, or write to us for a circular of various 
styles of lettering. 


AMERICAN RADIATOR COMPANY 


IDEAL Boilers, AMERICAN Radiators, ARCO Valves and Regulators 
1807 Elmwood Avenue Dept. S Buffalo, N. Y. 














Mention Domestic ENGINEERING when writing advertisers. 
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Black or Galvanized 


Each Box contains an assortment from Close 
to 6” long. There is a difference in nipples. 


S. S. FRETZ, JR. & CO. 


PHILADELPHIA, PENNA. 


WORKS AT 
PHILADELPHIA, PA. BOYERTOWN, PA. 














Trade Mark Reg. fj Trade Mark Reg. 
U.S. Patent Office U.S. Patent Office 
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Right half of the group picture of the sanitary 


January. In discussing the new Florida code, the Ameri 
can Society of Sanitary Engineering expressed as a body, 
its appreciation of what sanitarians in Florida have been 
doing to uplift the plumbing trade. 

John Fowler, of Jacksonville, chairman of the board of 
plumbing examiners of that present and ex 
plained many points of interest about the new plumbing 
law in Florida. 


state was 
At the examination, the Florida plumbers 
are required to answer 70 questions on which they should 
get 50 points in order to pass. 
requires that plumber 
should draw up a plan 
containing 30 fixtures. 


The examining board also 


each who applies for a _ license 


showing a four-story building 
The board can tell by the way he 
does the drawing whether he knows much about plumbing 


or not. One man who took the examination had _ six 


Top: W. C. Clucas, 8S. H. Gilmore, E, C. Schramm, J. M. 

Wheeler, E. J. Hanley, all of St Louis.—Middle: Mrs. J. 

Cripps, Mrs. W. Lynn and Mrs, Chas. Healy, all of Cincinnati, 

O.—Bottom: Margaret Sullivan, Joliet, Ill.; Mrs. J. R. Walker 

and Mrs. Biggs, both of Waterbury, Conn.; Mary Sullivan, 

Joliet, IL; Mrs. Otto Meinert, Davenport, Ia.; Mrs. Geo. J, 
Dehn, Chicago 


ENGINEERING 


inspectors 


toilets and two lavatories on each floor but made 


vision for slops or anything else 
SOME KNOW 


ee HERE are 
in many 


speaker, ‘‘who know as 


LITTLE ABOUT PLUMBING 
Florida 
states in the 
littl 


men in and for that matter 


other Union,” said the 


about plumbing as a hog 


knows about geometry, and it is from these plumbers and 








Top: John Heinkel, Wm. J. Hebenstreet, both of Blake Spe- 
cialty Co., Rock Island, IIL; Walter Potter, Mobile, Ala.; Otto 
Meinert, Davenport, Ia.—Bottom: M. W. Smith, Duriron Co., 
Dayton, O.; T. PVP. Podgett, lll.; A. W. Johnston, 
Wash.; ©. - Wash. 


Deé@atur, 


Spokane, Henderson, Seattle, 


the kind of that the public must 


be protected.” 
The 
master wipe a 4-in. 


plumbing they put in 


that each 


joint On 


examining board of Florida requires 


joint and a 1%4%-in joint 
10 points, whereas the 


different 


work, the masters get a credit of 


journeymen, for obvious reasons, have a rating 


and on joint work for instance, get a credit of 40 points 


The question of a national code was brought to the at 


tention of the assembly at various times during the con 


think we work for a national code,”’ 


“so that 


vention bia should 


said one speaker from the East, when a master 


plumber comes from some other part of the country he 


will know just what to do; he will not need to learn a 


new set of regulations I certainly hope that this society 


will continue to endeavor to get a national code passed.”’ 
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In 1888 The Ohio Brass Company started in business with 
the idea of making Quality products. And down through 
the years, Quality has been the dominating factor in the 
production of O-B Valves. 


Correct engineering designs. 
Proper weight and distribution of metal. 
Technical Supervision over the various departments. 


Testing of metal by Pyrometers for correct pouring 
temperatures. 


Modern Chemical and Physical laboratories. 


Testing of valves under hydraulic pressure. 


These and other manufacturing refinements have helped 
establish the “‘Quality”’ idea. 


Ask your supply house for the O-B Quality line of valves. 


The Ohio Brass Company 
Mansfield, Ohio 


MNLWES 
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A MAN SHOULD KNOW HIS BUSINESS 
iT 9 HERE are two or three points in the discussion 

of the Florida code,”’ said William C. Groeniger, 
of Columbus, ‘‘which I should like to bring out. Doctors 
oppose the Florida code. Why? I think the reason was 
brought out in the information which has been given us. 
It was selfishness. We are opposed in this country by 
representatives of classes of people and organizations 
which should be a part of us. I want to say emphatically 
that whether a man works on the human body directly 
as does the doctor, or indirectly as does the plumber, 
he should know his business. I would like to ask each 
one of those doctors who opposed this bill whether, when 
he needed some plumbing, he would prefer to employ 
a good plumber or send for the undertaker. I contend 
that we have the right to examine the competency of any 
man whose work has to do with the health of the public. 
Such a man should be responsible to the government, and 
whether he has a proper knowledge of his work should 
be determined by a properly appointed body.” 

A question was raised regarding that part of the Florida 
law which provides that the examination of plumbers and 
the inspection of plumbing be conducted by the same men. 
Another point brought out was that plumbing laws, as 
well as all other laws, should operate equally. When spe- 











F. L. Marr, Poughkeepsie, N. Y.; Geo. J. Dehn, president and 
general manager Compound Injector & Specialty Co., Chicago 


cial privilege is given one part of the state and that priv- 
ilege is withheld from another part, it weakens the law. 
The Florida law provides for jurisdiction over cities of 
a population of 7,500 and upwards and for a radius 
of five miles outside of each city. The territory out- 
side of that is without plumbing supervision, although 
nearly all of the offensive and dangerous features of in- 
adequate plumbing, poor plumbing or no plumbing at all 
come from territories over which there is no control. 

A number of valuable papers were read, among them 
being a report of the research committee: a paper on 
standardization by William C. Groeniger: ‘‘Some Phases 
of Precipitation by Water When Heated,” by Harvey A. 
Call; “Brass Pipe, its Advantage and Uses,”’ by James 
R. Walker, of Waterbury, Conn.; ‘‘The Effect of Acid 
Waste on Various Kinds of Waste Pipe,’’ by M. W. Smith, 
of Dayton, Ohio; ‘“‘The Modern Swimming Pool,” by 
Thomas M. Dugan, of McKeesport, Pa.; and “The Evolu- 
tion of Sanitation in New Orleans,”’ by Aden E. Smith. 

Analyses of these papers will be published in future is- 
sues of ‘Domestic Engineering.” 


PLUMBING INSPECTORS SHOULD READ THIS 


UCH valuable information is brought out at these 
M conventions and much of this, according to custom, 
is mailed out to the members who attend as well as to 
those who are not able to attend. However, through the 
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oversight of members, the addresses in the hands of the 
secretary are, in many cases, not correct or complete, as 
shown by the fact that of the mail sent out by the secre- 
tary during the past year, a large number of letters have 
been returned, marked to indicate that the addressee was 
unknown. 

The secretary wishes to focus the attention of the 158 
inembers of the the fact that in order 
to get communications the secretary, addresses 
must be and each member 
that his correct address is given to the secretary of the 
association. 

One of the interesting the 
discussed the problems arising from rust, to what extent 

hot water drains, boilers and 
steel pipe to rust, ete. 


association on 
from 
see 


correct, is requested to 


papers read at convention 
causes 
, at what tempera- 
ture this action is greatest and at what 
the 

that 
140 degrees, it begins to throw off oxy- 
gen. From 140 to 190 degrees F., the 
amount of oxygen thrown off increases, 


temperature disintegration starts. 


It was stated after water reaches 


and the disintegration of the metal in- 
the 
that, 


does not 


increase 
the at- 
increase 


ratio to 
After 

metal 
the 


creases in exact 
in temperature. 
tack on the 
parallel with 

W. C. Heinrichs, ture. 

of Mueller Co. It that elec- 
trolytic that the 

water, probably brought about by contact of two different 

metals and which the boilers, but the 

whole subject did not seem to be clear and further re- 


increase in tempera- 


there is an 
goes on in 


was stated 
action 


causes scale in 


search was recommended, 

Another speaker stated that a great deal of rust and 
scale in boilers is due to the 
character of the water aside 
from the heat or electrolytic ac- 
tion. Still another stated that 
he was sure that the character 
of the water was the main 
factor. A man from the East 
commented upon the fact that in 
some parts of the country the 
drip from a cold water closet 
will discolor fixtures just as 
much as a drip from a hot water 
closet will. 

The advantages of inside rain 
leaders compared with outside rain 
cussed at some length. A motion picture was presented 
by Mr. Wallis of the American Brass Works, Kenosha, 
Wisc., showing the various processes used in the manufac- 
ture of brass pipe. A paper on the pollution of inland 
and tidal waters was also well received. 

W. Keith McAfee read a paper on some engineering 
phases of sanitary earthenware. A paper on the con- 
ception, planning and financing of Decatur’s sewage dis- 
posal plant, by a former corporation counsel of the city 
of Decatur was also of much interest to the members. 


J. M. Kerner, St. Louis 


leaders were dis- 


Almost every state in the Union was represented. Many 
plumbing inspectors and manufacturers’ representatives 
drove through in their automobiles from eastern and far 
western points. John Bronzonie, of Florida, sent his re- 
grets, as did James Smith, of Winnipeg, L. A. Cornelius, 
of Grand Rapids, and two or three others. A letter was 
received from A. C. Shaver, of Pasadena, saying that 
he was sorry he could not attend. 

To the beauty of the surroundings, the courtesy of the 


(Continued on Page 52) 
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1 WANT EVERY PLUMBER 
TO READ THIS LETTER — 


Many of you men will recall when 
we Started in business five years ago. 
Our product and our policy were both 
new at that time. Our heater was a 
departure from anything previously 
known. So was our policy of selling 
through the plumber only. 


Our heater was 


or completeness by any other manu- 
facturer in the country, bar none. 
Service calls on EverHots are few 
indeed, but those few are handled with 
speed and efficiency that satisfies. 


Now a word as to our policy. When 
we began, five years 





called “‘radical’’ by 
competitors. At first 
they said “wait a 
year and see what 
happens. After a 
year was up and the 
“expected” failed to 
happen, they said 
“wait for two years.” 
So it has gone, one 
year after another. 


Well, here we are, 
five years old. The 
merit of our heater is 
now indisputable. 


We have never, in 





ago, to sell through 
the plumber only we 
were ridiculed. Even 
plumbers were skep- 
tical. Some said 
‘“‘we've heard that 
story before.” Others 
said “we'll wait and 
see how long you 
stick to it.” 


Well, men, here we 
are after five years, 
during every minute 
of which we _ have 
rigidly adhered to 
that policy and find 
ourselves ranking 








our entire five years, 
chargedacent for ser- 
vice or repairs and those items are still 
negligible with us. None of the scoffers 
have even approached this record. 


Remember, too, that with forty-two 
offices in the United States we hold 
ourselves in readiness to give service 
that cannot be excelled in promptness 


among the largest 
manufacturers of 
automatic storage water heaters in 
the country. That’s proof that our 
policy is right, and we are going to 
stick to it. 


Yours very truly, 


Frac hh {[Fhitf. 


President 


Prices: Baby Grand, $66.00—Junior, $88.00—Senior, $139.00 


Fverblot Heater Company 


§211 Wesson Ave. 


DETROIT, MICH. 


Canadian Distributor—Riley Eng. & Supply Co., Ltd.—Toronto, Canada 





Left to right: Everett Mueller; Adolph Mueller, president of Mueller Co.; Robert Mueller; 
Philip Mueller. 


Mueller Company Combines Annual Sales 
Meeting With Big Picnic 


SOLLOWING the annual sales conference of the GENEROUS BONUS DISTRIBUTED 
Mueller Company, at Decatur, Ill., which commenced PON the completion of his address, Mr. Mueller dis 
Monday, September 14, and lasted five days, the [ tributed over eleven thousand dollars among ons 


sales representatives of the company joined the sixteen hundred and fifty-seven employees who have completed 


hundred employees in Decatur in their annual picnic, held five, ten, fifteen, twenty, twenty-five, thirty and forty-five 


in Fairview Park on Saturday, September 19. vears of service with the company In addition to these 

The high point of the day was the address of Presi bonus rewards. Mr. Mueller announced a most generous r 
dent Adolph Mueller to his assembled family. Urging ward to those completing thirty-five years of continuous 
upon each of them the value and importance of reputa- service with the company, to consist of a trip to Europe, 
tion, he said, ‘Don’t do anything that will detract from the company paying all expenses and continuing the em 
or besmirch your reputation. Do everything that will add  ploye’s salary during absence. This practice was sug 


to it. Protect your good name with good conduct.” (Continued on Page 51 ) 
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Upper row, first picture, standing: W. E, Mueller, Decatur; R. V. Benton, Buffalo; P. L. Bean, farmer City. Seated: Adolph 


Mueller, president of Mueller Co., and Harry Marks, of San Francisco.—J. M. Wilkins, plant superintendent; CC. N. Wagen- 
seller, advertising manager; J. W. Simpson, sales manager; Bernhard F. Mueller, son of 0. B. Mueller, Mueller Brass Co., 
Port Huron; Philip Cruikshank; W. L. Jett, manager of the Los Angeles branch.—Second row: W. R. James, manager of 
New York branch, 20-year man; F. W. Cruikshank; E. H. Langdon, superintendent of welfare department.—Employes as- 
sembled under the trees to hear President Mueller’s address.—Lloyd Logsdon and Robert Whitehead, salesmen.—Lower 
McCormick, a 20-year man; George F. Sullivan; Mr. and Mrs. CC. G. Auer; Mr. and Mrs. J. W. Wells; W. B. Ford; 

A. V. Lawton; Thos, Leary. Sented: H, V. Seanvers and Robert 
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Picnic Spirit Strong as Season Wanes 


Queens Borough, Buffalo, North Hudson and Minneapolis 
Master Plumbers and Heating Contractors 
Turn out in Large Numbers 


Queens Borough Masters Enjoy Eventful Day 


Master Plumbers’ 
held a 


There's 


New York 


cessful outing every summer for many years 


Greater has suc 


PWaieE Queens Borough branch of the 
4 wiation of 

Island: clam 

all, 


in installing 


Rhode 
and, 


there’s a 
the 


a year 


a lot of 
bake as the 


of the 


always fun, usually 


crowning glory of day, all in 


it is one bright spots of spent 
plumbing 

12 
Long Island, 
and 


This year the event was scheduled for September 


with Duer’s Pavilion at Whitestone Landing, 
The fact that over 
sembled is proof that the preceding outings were 


as the scene {00 masters, ladies, 
guests as 
well remembered 

Jacob Stockinger was the field marshal of the day, with 
Robert Frank A. Taylor and 
athletic 
the bowling 
Donohoe Whalen on the 


From this the reader can gather that there were athletic 


Redman 
Hendel 
and N. 
committee 


Lawrence 
Adam J. 
committee, 


Frazer 


assisting him on the committee, 


and George Thorpe on 


and Thomas music 


, bowling, dancing. and the famous clam bake 


ball 


eume 


The game was the first event on the program 


After five innings, the 


masters had to admit 


defeat, the 


salesmen having annexed 12 scores while they got around 


the bases only three times 


Salesmen 12 

lb 

--20 

rf 

Schneck If 
Gogarty . , we ° ved 
Meirdicks .... ‘ - 
Cleary .8s 
Biersack ef 


Riardon eax 3b 


The line-up follows: 
Plumbers 3 
Adams 
Blisi 
Villela 
Reiley 
Turner 
Harbeck 
Woods 
idmiston ree eee 
i ne ee 


President Frank J. Carberry, all tricked out in a dummy 


policeman’s helmet, umpired the game, and some of his 
decisions came close to being the star plays of the game 


Shoes flew far and wide in the shoe race which followed 


and some of the entrants 


were 


almost forced to wear 


one black and one tan, but the chaos was finally straight 


ened out, R. W. 


donated by Saltzer & Weinser of Brooklyn. 


Adams taking the prize, a white seat 


Then Jacob 


Stockinger departed from his duties as field manager long 








Group photo indicating that the Queens Borough masters were out in force for the annual picnic. 
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GY ; ' ar 
: ‘Bull-Dog Tanks and Seats Have a Sure Grip on Quality 


va 


LA 





j 


He ap os 


From Alaska to Florida, from Main to California 
Heap Service, rendered through 301 reliable job- 
bers, delivers high quality tanks and seats quickly 
to the trade. Few, if any, products in the plumbing 
field have such wide distribution and such credit- 
able backing, which means unusual safety and sat- 
isfaction to all plumbers adopting Heap-Bulldoz 
and Heap-Star Tanks and Seats as their standard 
equipment. 





C, The jobber who is not handling the Bull-Dog Line should be just to himself and investigate 3 
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Heaters 


for Public Garages 





























While the use of the Gurney 
900 Series Sectional Boilers is 
not confined solely to garage 
heating, yet their many points 
of excellence make them par- 
ticularly desirable for this 
class of service. 







































































The grate areas and prime fire 
surfaces are generous and the 
coal carrying capacity is un- 
usual, enabling them to hold 
the fire with but little atten- 
tion and infrequent firing. 





































































































































































MAAR AAOAA 

















° ° i 1 
Made in four widths of grate, J 
covering a very wide range of —4 
sizes for both steam and hot * 
water service. ed ; 
Complete catalog of Gurney a 




















Boilers and Radiators furn- 
ished on request 


GURNEY HEATER MFG G@MPANY. , - 


General Offices: BOSTON, MASS., 93-95 Oliver St. 
NEW YORK, Manly St., Cor. Anable Ave., Long Island City 
PHILADELPHIA, 108 North 17th Street 
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Half of the big at- 

tendance at the Min- 

neapolis Pipe Trades 
Industry Outing. 


enough to win the fat man’s race, taking a Toledo stock 
and cutter given by J. D. Johnson Co., Inc. 

R. W. again broke into the 
when he and John Edmiston the three-legged 
each man getting an electric solder pot, donated by Miner 
Smith, and a few minutes long 
carried him in first in the 100 yard dash, the prize being 
Stillson wrenches donated by Walworth Mfg. Co. 
Stars was the star in the potato race, securing a Josam 
floor drain and trap, and the team of Adams and Edmiston 
again counted in the 100 yard relay, specialties donated 
by J. A. Sexauer Mfg. Co., Inc., 


Adams winner's column, 


won race, 


later Edmiston’s legs 


James 


going to them 


Mrs. Light was the winner of the first 
ladies’ race, taking a pedestal basin given by S. 
Inc., few 
winning a 
Then Frank Carberry and N. Donohoe faced each other in 
a special race for kiddie seats given by Coyne & Delany 
and taking the 


running broad jump. 


Margaret D 
Glauber, 


and a minutes later she repeated in another, 


closet combination donated by Julius Cohen. 


Ce., Adams added to his winnings by 





















The 
Leckler, Lilly, Taylor, Stockinger, 
salesmen, getting a Martin bench and vise given by Mayer 
Malbin, and H. 
jump and a box of Vuleo air 
& Boynton Co. Airid air 
Radiator Co., were the prize for the 
won by L. Zweygart. 


consisting of Donohoe, 


tug-of-war 


masters’ team, 


and Russell, pulled the 
standing broad 


Robertson captured the 


valves given by Richardson 


valves from the American 


next event, a dash 


OUTING OF MINNEAPOLIS PIPE TRADES 
INDUSTRIES 

trades industries of Minneapolis, Minn., re 

Lake, about 


All those connected with 


The pipe 


cently held a joint outing at Big thirty-five 
miles northwest of Minneapolis. 

the industry, including the supply 
Retail 


represented 


houses, the Minneapolis 


Plumbers’ Association and their 


The 
ing four of the large passenger busses‘which run between 


employees, were 


supply houses all joined in charter 


and thus trans 
By 9:30 a. m 


Minneapolis and other cities of the state, 


portation was provided for many nearly one 


peneenneneaaeonans 


mn 





The remainder of the 
big crowd at the Min- 


neapolis outing. 















The Honeywell Heating Specialties Co. 
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What 


The Public Wants 


People are willing to pay for 
comfort and convenience. They 
are willing to make investments 
to effect economy. 


For that reason a world- wide 
demand has been created for 
Automatic Temperature Con- 
trols. By no other means can 
a heating system give the com- 
fort, convenience and economy 
that are today required. 


To supply this demand success- 
fully and profitably select the 
Control System that has an 
established reputation for ease 
of installation, simplicity of 
design and freedom from service 
needs. 


Whatever the type of heating 
plant, whatever the fuel, the 
evidence points unmistakably 
to Honeywell as the ideal 
system both for the user and 
the installer. 


Wabash, Indiana 


Temperature Regulators 
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hundred and fifty automobiles bedecked with signs wer: 
following the large busses through the city and along the 


highway to Big Lake. 


A motorcycle 


ceded the long procession First on 


sports, after the party reached its destination, was a five 
inning kittenball game 
a third team was made up to contest the victory of the 





Arrangement Committee for the recent outing of the Pipe 
Trades Industry of Minneapolis. 


winning team. The two ball games caused the time to 
pass quickly until the 
lunches were the center of attraction. 


While the gan 


hour for luncheon, when basket 
At two o'clock the 
afternoon program of sports was begun, and both the 


police escort pre 
the program of 


ie Was in process 








events and prizes were many and varied. The day was 


concluded with dancing in the pavilion and the tired 
but happy crowd started homeward at dusk. About two 


thousand persons were in attendance. 


NORTH HUDSON MASTER PLUMBERS OUTING 
On a recent Saturday all roads in Hudson County lead 
to Maywood Grove, F 
Hudson Master Plumbers’ Association held its annual out 
ing As early as 9 a. 
and were met by Secretary B. Schmitter, Alex Thane and 
KE. A. Seitz, who acted as reception and registration com 
mittee Ideal weather favored the picnickers and in con 
sequence, W. T. J. Orriss, 
able kitchen assistants were kept busy in the cook shack 


trying to satisfy the 


airview, N. J., 


m., members and guests arrived 


past state president, and his 


where the North 





hunger of members and guests. 


Messrs. Seitz and Thane performed miracles in the little 


boathouse at the end of the board walk. 





Top row: Secretary KB. Schmitter, of 


associntion.—Wm,. N. Chesnut, of Montclair, third viee-presi- 
dent of the New Jersey State 
Paterson; J. J. Cullen, president of J. J. Cullen Plumbing Sup- 
ply Co., Hoboken; Miss Mae Murray.—Lower row, standing: 


H.R. Trapp, American Radiator Co.; FE. A. 


B. Von Harten, L. 


R. Riemenschneider, John Fallon, and G te Ye 
W. Berger & Bro., Weehawken. Seated: 

» W. Berger & Bro., Weehawken; Chas. Stettler—J. €. 
Sharkey, member of the New 


tary of the Montgomery Plumbing Supply Co.; Jersey City; 


Jersey legislature and secre- 


©. Koven & Bro., 


Association; Wm, Delhagen, 


the North Hudson 





Seitz, Alex. Thane, 
= Giehringer, tf 





John Lebreng, of 





Jersey City. 








Every tank fittedand 
lested before it leaves 
the factory. 
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for the job. 








7Madoric 


Because it enables you to give your customers a closet combination with 
advantages which you know will bring a satisfactory price—features for which the 
consumer is willing to pay. This is important because it makes the Madoric easier 
for you to sell—enables you to forget competition and make a profit—one that is 
not lost afterwards by repairs or replacement. 


Not only water closet features but the material; hard vitreous china with a 
glossy, transparent glaze. A surface that cannot be scratched—one that is always 
easy to keep clean, not only in the beginning but after years of continuous service. 


You satisfy your customers 


Give your customers the Madoric and have them satisfied throughout the 
entire life of their building. This guards your profit. It won't be the last plumb- 
ing material they will require. Some day they will need other material—their 
friends will learn of the satisfaction of the Madoric — they will get to be your 
customers and you will be building your business through profits from quality 
merchandise. 


ThomasMaddock’s Sons Co. Trenton N.J. 
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Packed complete in 
one crate; all ready 


THE MADORIC 1S SOLD BY ALL LEADING JOBBERS 
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A Tribute to Success 


Our membership in the AUDIT 
BUREAU of CIRCULA- 
TIONS is the highest tribute to 
success that could be paid us. 


The Audit Bureau of Cir- 
culations is an International 
Association of Publishers, 
Advertisers and Advertising 
Agents that require each Pub- 
lisher-Member to submit once 
a year to an audit by the Bu- 
reau, to absolutely verify all 


claims of circulation, as wellas 
honest business methods. 

Every Advertiser using 
“‘DomesticEngineering shares 
in our success and knows he 
has the protection of bona fide 
circulation, fully approved and 
verified by the A. B. C. auditor. 


There is never any argument 
when an A.B.C. report is con- 
sulted—and our last audit is 
available for closest inspection. 


This is the only authentic way 
the Advertiser can make sure 


his message 
readers 


is reaching the 
in the field desired. 


DOMESTIC ENGINEERING 


The Plumbing and Heating Weekly 
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Part of the many hundreds who attended 


The menu read like that of the Waldorf-Astoria, and 
too much credit cannot be given the committee for taking 
such good care of the inner man. 

All the jobbers and manufacturers in the district 
represented and the association had as its guests many of 
the state officers. 

GOOD WEATHER FOR BUFFALO OUTING 

Carl Johndahl, of the Arrangement 
Committee for the third fall frolic of the Plumbing, Heat 
ing and Supply Trades of Buffalo, N. Y vicinity, 
spent a very restless night Tuesday, Septemper 15th, as it 
looked very threatening for the big day on the morrow. 
Wednesday morning found the skies still dark but when 
the four hundred members of the fraternity of Buffalo and 
vicinity Dold'’s Wheatfield La Salle, 


general chairman 


and 


gathered at Farms, 


were 


the Buffalo picnic. 





T. J. Cronin, secretary of the New York State Master Plum 
of 


New 


association; 


M. P. A. 


Binghamton 
York State 


Association and president 


Alex 


bers’ 


Auchinachie, president 





Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 


ordinary kind 














A good word 


for your work 


Favorable word-of-mouth publicity 
plays a big part in getting new 
business for the plumbing con 
tractor. : 


The equipment you use has a lot to 
do with this and by using equip 
ment of known worth, can 
leave no opportunity for unjust 
opinions of your work. 


you 


Make sure of the Jenkins Diamond 


on every valve your men install, 
and feel confident that you are 
providing a proper safeguard for 
your work. It is a mark that for 
over sixty years has stood for just 
one thing-—a valve that does its 


job and does it well 


JENKINS BROS. 


80 White Street New York, N. Y 
524° Atlantic] Avenue Boston, Mas 
133,No. Seventh Street Philadelphia, Pa 
646,Washington Boulevard . Chicago, II! 
JENKINS BROS., LIMITED 
Montreal, Canada 





London, England 





Always marked with the” Diamond" 
- 


nkins \alves 


SINCE 1664 


























tions. 


china closet tanks and 


ROBINSON) 


DOMESTIC 


Just Right 
For Most Jobs! 


Hundreds of plumbing contractors have 
proven to their entire satisfaction that it 
saves time, trouble and disappointment to 
use Zwermann Two-Fire Vitreous China 
Sanitary Ware on all but special installa- 


Zwermann Closet Tanks and Bowls have 
been standardized by years of experience, 
in size, quality and design, and can be 
duplicated at any time without the slight- 
est difficulty. Your jobber has them. 


ZWERMANN CO. 


Producers of genuine two fire vitreous 














Plate No. 18—Wash Down Bowl. 
fire Vitreous China Wash Down Bowl, to rough-in at 
14 inches. Standard as to dimensions and size, the 
special feature of which is the shape inside, which 
gives an exceptionally large water seal and absolutely 
prevents soiling 
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Top picture: George W. Frank, president of the Buffalo 
Master Plumbers’ Association, and Henry J. Ritter, secretary 
of the Buffalo association.—Lower picture: second from left, 
Fred Fleishauer, Carl L. Johndahl, chairman of Outing Com- 
mittee, and Wm. E. Shaddock, 


N. Y., the sun peeped through the clouds and cleared 
the way. 

The big clambake was served in a large pavilion in 
which four long tables, each seating over a hundred men, 
were crowded with the good things which go to make a 
clambake successful. Clam chowder, steamed clams, lob 








Top picture: F. M. Crookston, Wm. H. Crookston & Bro.; f 
Ii. Stroh, Ross & Choyte, Inc.; E. W. Pratt, B. Ryan Co.; RK. 
Zobelt; William Munch, of B. T. Babbitt; William Weber, Idea! 
Sales Co.; C. H. Till, Wolwerine Brass Works; William Conlin, 
National Radiator Co.—Lower picture: Winning plumbers’ 
tug of war team—Paddy Drew, Walter Pitcher, Andrew Green, 
William Abbes.—Seated: H. J. Robilliard, 8. G. Arnone and 
Anthony Platt at the recent Bronx outing 
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Alvernia High School 


Plumber: 
M. J. Corboy 
Architects: 
Brust & Phillips 


Summit High School | 
Summ, N.J 
Plumbers: 


A. Taasse & Co, 


A rchitects: | 
Guilbert & Betelle 


‘Preferred for Exacting Plumbing 


»° a Im O oe 
Since 1878 rat See ‘® 


Glassboro N mal School 
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Glassboro, N. J. 
Plumbers: 
Heat & Power Co. 
irchilects: 
Guilbert & Betelle 
Arnold H. Moses 


/ 


School, Bronzeville, N 


Plumbers: 


Architects: 
Guilbert & Betelle 
Harry Leslie Walker 





Virocqua High Schoo} Woodrow Wilso n High Schox 
Virocqua, Wisconsin Niw Rochelle, N.Y. 
_ , Plumbers: Plumber 
Smith Hardware Co , ; George E, Gibson Co, 
Aechilect: ° A very popular Clow fountain ; Keckiimeas 
E. J. Hancock | for school work Guilbert & Betelle 


Successfully Meeting the Supreme 


Tests of Time 


There is an old saying that “The proof of the 
pudding is in the eating.” This maxim holds 
especially true in such an important field of 
sanitation as the modern school. 


Handsome white fixtures and shiny brass fittings 
mean little or nothing until years have rolled aw ay 
and proven that those fixtures and fittings can 
and have rendered the service expected of them. 


Everyone interested in school plumbing has 
ample opportunity to inspect Clow installations 


JAMES B. CLOW & SONS, 534-546 S. FRANKLIN ST, 


that are functioning successfully after ten, fifteen 
and even more years of sers ice. ‘Taking advan- 
tage of these opportunities has led many schools 
of the modern type illustrated on this page, to 
insist upon Clow for all plumbing. 


The advantages to be gained by such specifica- 
tions become even more evident when it is con- 
sidered that the Clow plumbing line is invariably 
complete in each detail and that each Clow fix- 
ture is carefully assembled and thoroughly tested 
before it is shippe -d to a job. 


CHICAGO 


Sales Offices in Principal Cities 








Rivers! | cub land 


Bronxville High School and Grade 


Moran Engineering Co. 
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What makes a double play? 


OOD FIELDING by the short stop is not enough. 
Second base must be covered, and so must first. 
Double plays are team plays and every man must 
play his part. 
Oxy-acetylene welding requires double plays, too. 


A good weld does not make oxy-acetylene welding 
an economical part of your business. The weld must be 
good, it is true; but in addition, the work must be han- 
died rapidly and economically if the oxy-acetylene proc- 
ess is to become an integral part of your production. 


In every Linde division office there is a Service 
Engineer. He is the “field captain” of the Linde Proc- 
ess Service in that division, and he “assists” the Service 
Operators and Service Supervisors to make oxwelding 
a part of your “team.” He may suggest a better way 
to deliver work to your welders. He may design a new 
jig. He may even lay out a central welding depart- 
ment. But he can also demonstrate the desirability of 
welding and prove the strength of your welds to buyers 
of your products and to technical committees. 


Service Engineers are a part of Linde Process Ser- 
vice and their help is free to Linde customers for the 
asking. 


A double play in the welding pipe 


A forty-mile pipe line had to be laid in a country where the tem- 
perature ranged from 30 below to 90 above zero. The engineers 
came to the reluctant conclusion that a welded line would not 
permit enough expansion. The Service Engineer calculated the 
expansion for them and convinced them that a special joint every 
two hundred feet would be adequate. In addition, he showed 
them how to, “leap frog” their welding gangs from either end of 
the line, using only one gang to line up the pipe for each two 
gangs of welders. And so the company has a better and cheaper 
and more permanent line than they could have had without 
service. 


THE LINDE AIR PRODUCTS CO. 


General Offices: 
Carbide and Carbon Building, 30 E. 42d Street 
New York, N. Y. 
37 Plants 22 District Sales Offices 91 Warehouses 


LINDE OXYGEN 


YOU CAN DEPEND ON THE LINDE COMPANY 
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Another part of the many hundreds who attended the Buffalo picnic. 


ster, chickens, corn on the cob, baked sweet potatoes, McFarland, J. P. Hargarther, H. M. Smith and E 
salads, pie and coffee all went to make up the dinner’ Snyder, all of Rochester. 
menu. A very thrilling baseball game was won by the supply 
The official photograph was taken before dinner, and men with a score of 15-2. The plumbers turned around 
during the dinner the attendance prizes were set aside. and won the tug of war by pulling the supply men over 
Following were the winners of the various events: the line three times in succession 
W. R. Supple, D. J. Mahoney, G. T. Schuchan, ‘‘Shorty”’ sia ee ee 
Lewis, C. J. Rasp, Paul Malone, H. J. Ritter, E. G. Zim- H. Matzner, 14 Monticello St., Providence, R. I., has 
merman, I. O. Jamieson, J. L. De Pasquale, Frank O’Brien, the contract for plumbing in the new house at 35 Elmway 
John Honacker, G. W. Hutchings, Geo. Salzman, C. W. for M. Steiner. 
Brey, Jr., W. F. Ebbs, Jr., W. C. Maunz. A. I. Holburn, Providence, R. I., has the plumbing 
Many prominent and out-of-town guests were present contract in the new house at 161 Freeman Parkway for 
including Alex Auchinachie, president of the New York R. Sallinger. 
State Master Plumbers’ Association, with his secretary, H. H. Dauphinee Co., 1512 Broad street, Providence, 
Thomas Cronin, of Binghamton; Fred E. Fladd, Martin R. I., has the plumbing contract on the new building at 
Utz, A. J. Heinzle, H. M. Saunders, George Bay, H. J. 1501 Broad street, in that city. 


Ask Your Jobber for 


HUDSON PRODUCTS 





Put in a stock of Hudson Portable 
Showers. 


A blessing to families who can not 
yet afford permanent shower installa- 
tions — and a good auxiliary shower 
for better homes. 


COMPLETE BATH EQUIPMENT 


Other Hudson Products from a 
nozzle or spray to the finest shower 
and -needle bath equipment. 


Write for complete catalog of 
Hudson shower and bath tub fittings. 





Hudson Portable Shower No. 200 If your jobber cannot supply you, write us 

Shower is made of %” O. D. brass, heavily nicks! plated and ee svtssinstinianiinentaniannaiciemneesianticianmitaniaaaitaaits 
corrugated rubber tubing. Special coupling to prevent 

ya | a “i “—.. ep = + aan 

ad te curtain, nickel pla 
curtala Pina, 3 highest grade rubber tubing, nickel plated H U D S ON B RAS S WO R KS, I N > : 
screws, bulb tion to bath cock and adjustable 
cast flanges. 


Packed in individual cartons. Your jobber has them. 16-20 Nassau St., Brooklyn, N. Y. 











DOMESTIC 






ty " 
« ; 
~ . 
6 . 
2 














ENGINEERING 


oF 
& D 
EE 
| = 









WARREN G. HARDING HIGH SCHOOL, WARREN, OHIO— UNIVENT EQUIPPED, KEICH-O’BRIEN & HOSKER, WARREN, OHIO, ofrchitects 


. M. SHAND, HEATING CONTRACTOR, CLEVELAND, OHIO 


The Road to Profit 








VENTILATION 


More and more modern schools are demanding 
Univent Ventilation. And in telephone exchanges, 
office buildings and hospitals where a system of 
ventilation positive and flexible is of primary im- 
portance, the problem is answered by Univent 
Ventilation. 


This means profitable contracts to the heating 
engineer who designs and installs the Univent System. 


The Univent is a complete individual ventilating 
machine for drawing fresh air directly from outdoors, 
cleaning it, warming it to a comfortable temperature, 
and delivering it in such a manner that there is an 
agreeable air motion—but without draft. It is even 
more simple than opening a window, and results 
are obvious. 


Write for Architect and Engineer's Edition of 
Univent Ventilation. It will show you the basic 
reasons—the mechanical reasons that profit you. 


Easy to install in new or old buildings. 


THE HERMAN NELSON CORPORATION Moline, II 


NEW YORK CITY 





1968 Third Avenue 


Branch Sales and Service Stations ST. LOUIS SALT LAKE CITY 
COLUMBUS DES MOINES EMPORIA SPOKANE 
MILWAUKEE OMAHA PORTLAND 
INDIANAPOLIS MINNEAPOLIS KANSAS CITY SEATTLE 





CHICAGO 





DENVER 





VANCOUVER 
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Mueller Company Combines Sales Meet- 
ing and Big Outing 





(Continued from Page 37) 


He 
said that in his opinion the best way to make loyal, satis- 
fied Americans is to allow them to visit Europe. 


gested to Mr. Mueller by his recent trip to Europe. 





Two baseball games enlivened the day, while many field 
Members 
of the company were guests at a picnic dinner served on 
the park lawn. At that time the newly-elected officers of 
the "49 Club” They 
President, C. FE. Lincoln, 
Sullivan, Milwaukee; 
Angeles. 


events were run off for the children present. 


salesmen’s were announced, are: 
Indianapolis; vice-president, 
of the 


President 


George keeper parchment, 
Bob Retiring of 
Cedar Rapids, was presented with a watch, the presenta- 


Baugh, Los Ross, 


tion being made by Vice-President Sullivan. 


T 


ual all-day sessions, only the mornings were devoted to 
P. L. 


SALESMEN STAGE GOLF TOURNAMENT 
HE PLAN of the sales conference differed a little this 
year from that of previous years. Instead of the us- 
the conference, afternoons being given over to golf. 
Bean, who travels in Illinois, won the tournament. 

On account Fred B. Mueller 
unable However, 
request 


of his severe illness, was 
at 


where 


to attend the sales conference. his 
he the Mueller he 
could be near the “old gang”’ and enjoy an occasional chat 

Among the employes who completed twenty of 
continued service this year were: J. H. McCormick, who 
travels in Ohio, and W. R. James, manager at New York. 


was taken to Lodge 


years 


(SIIB s 








f 


Guttman, both 
Keller, of Flushing; A. 


picture: A. Pent, S. FE, 
Glauber, Inc., New York City; A. 
Lang, E. Smolka Plumbing Supply Co.; Fergus McLaughlin, 
secretary of Manhattan Master Plumbers’ Association.— 
Second picture: Ruth Lilly, Frank A, Harry G. 
Thomas, Mrs. and Mr. James A. Stars, Lilly and 
George W. 'Turner.—Lower picture: R. 
Edmiston, winners of several events at 





Taylor, 
George F, 
w. 


the outing of the 









of Greater New York. See page 3s. 


ig 


of Samuel Ss, | 


Adams and Johan 


Queens Borough Branch of the Master Plumbers’ Association | 






-NGINEERING 31 


ontinenta 


BOILERS AND RADIATORS 





How Continental Low 
Water Line Boilers 
Save Installation Worries 


A 43 or 47 inch water line is just one of the 
installation economies of the Continental Low 


Water Line Boiler. 


Here’s more good reading to men who know 
boilers 


GOOD CASTINGS 
Continental Low Water Line Boilers are 
made of fine grey-iron castings free from 
defects. And Continental doesn’t leave the 
inspecting to the steam fitters on the job. 
| 
| 





EASY TO ASSEMBLE 

No Continental Low Water Line Boiler 
is shipped until it has been completely set 
up and tested under pressure. They go 
together easily on the job because they’ve 
gone together at the factory. 


NO LEAKS 

Good castings, good machinery, good 
inspection, all make good insurance against 
leaks after the boiler is set up. 


PROMPT SHIPMENTS 
A large stock of all sizes for immediate 
shipment saves many a golden hour for 
busy heating contractors. 


| Write for catalogue giving twelve-year-old 
ratings. 


(ontinental Heater (orporation 
Dunkirk, N. Y, U.S.A. 




















BUILT FOR BETTER HEATING 
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Always on the job! 


Acting on the dead weight or gravity 
principles a Red Top Relief Valve, Model 
No. 2, unfailingly relieves pressures be- 
fore boiler sections can crack or other 





ruptures occur 

Model No. 2 is being used as the basis for 
thousands of Tank-in-Basement ‘‘closed”’ 
hot water heating systems. This type of 
ystem is economical for the owner as 
well as a profitable installation for the 
plumbing contractor. 








Send for new heating booklet, describing 
this valve and its practical application. 


NEPTUNE METER COMPANY 


10 EAST 42nd ST. NEW YORK, N. Y 
Branch offices in principal cities y/ 
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Piss 
AUTOMATIC 


CELLAR 
DRAINER 


8 Reasons 


why the New Penberthy 
Model “R’’ Automatic Cellar 
Drainer has greater sales 
possibilities than any other 
cellar drainer on the market 
today. 





1. MORE EFFICIENT Will remove more water in less time at lower 
pressure on the supply 

2. MORE ECONOMICAI Requires a smaller amount of water for 
operation 

3. MORE RELIABLE: Positive in action with no delicate parts to wear 
out or get out of order, 

4. MORE DURABLE Bronze and brass used throughout — nothing to 


rust or corrode 


5. MORE COMPACT: Requires less sump space than any other drainer 


6 MORE POWERFUI Long lever increases operating range to 100 
pounds 

7. MORE ACCESSIBLE All working parts easy to get at should it be 
necessary 

8. MORE SALEABLE Can be used where other cellar drainers would 
be useless 


Your jobber will supply you. Write for details af construction and operation | 


PENBERTHY INJECTOR COMPANY 
CANADIAN PLANTS 4 880g HOLDEN AVE 
WINDSOR, ONT. DETROIT, MICH. 
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Optimism is Keynote of Meeting of 
American Society of Sanitary 
Engineering 
(Continued from Page 35) 


local committees, the activities of the Association of Com 
merce in the interest of the society and the numerou 
valuable papers presented, were added the many kind 
nesses of the Mueller Company and its emplyoes The 
convention was conveyed in a body to the Mueller Lodg: 
for dinner, where the members inspected the new lak: 
formed by the recently built Decatur dam. Following th: 
dinner, the delegates were gathered into busses and con 
veyed to the Mueller factory for a complete tour of in 
spection The ladies were entertained at the home of 
Adolph Mueller 

In addition to this, the banquet, a cross-country trip t 
the University of Illinois to hear a lecture on demon 











tpper picture: Jack T. Cripps, Ed. O'Connor, Wm. Mullen, 

J. F. Doud, all of Cincinnati.—Second picture: J. F. Doud, 

treasurer; Joseph J. Crotty, president.—Lower picture: 

Thomas Lee, of Pittsburgh; A. J. MeGookin, of Newark, 

N. J.; John P. Freeman, of St. Joseph, Mo., and F. W. Cloutier, 
of Minneapolis, Minn. 


strated tests of plumbing installation inspection, and an 
inspection of Lake Decatur and the sewage disposal plant 
kept the delegates interested for every moment of their 
stay 

All officers were elected for another year. President 
J. J. Crotty was presented with a fine watch. Secretary 
J. B. Walker was given £75 in gold and $75 was also 
given to the treasurer, J. F. Doud as tokens of apprecia 
tion of the services rendered the association. 

The next convention will be held in Washington, D. ¢ 

Speakers at the banquet were: George J. Dehn, Chi 
cago; John Fowler, Jacksonville, Fla.; W. K. McAfee 
Cambridge, ©.; Prof. Harold E. Babbitt, University ot 
Illinois, C. I. Henderson, Seattle, Wash.; Joseph W. Can 
non, Chicago; Thomas J. Lee, Pittsburgh, Pa.: S. H 
Gilmore, St. Louis, Mo.; William Lynn, Cincinnati, O 
and the officers. The toastmaster was Wm. C. Groenige 
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For Every Well-Posted Plumber— 
A New Never-Split Catalog 


A new catalog has been issued, containing complete 
specifications and prices of Never-Split, the most durable 
and beautiful wood toilet seat made,—the seat with 
inseparable joints: 


This catalog also lists all models, prices and specifica- 
tions for Evernu Hard Rubber Toilet Seats. 


You, like every plumber who keeps himself well-posted 
on improvements, will want a copy of this catalog. It 
is a beautiful, informative book, too expensive to distri- 
bute indiscriminately. The coupon or a postcard will 
bring it to you promptly. 


Never-Split Wood Toilet Seats and Evernu — 
\ i 


Hard Rubber Toilet Seats are made by the Cin —S 
/ rp) ly ~ 
I 


largest manufacturers of toilet seats in the 
world, the Never-Split Seat Company, Evans- 


On 
ville, Indiana. ; 9? —~ 
Pleas, "Hian, ~ 
i. 7 
i & 





7) 
Cy Sy " Of 
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NeverSplit ~~. | 
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Tapped for 114-inch W. I. Pipe One or Two Outlets 


LOOK! 


Here’s A Cracker-Jack! 








BRASS Y—FERRULE 


for 


4-inch Extra Heavy Pipe Hl 


JOBBERS: Why not specialize on “Gold Nugget” 
Brass Ferrules? 1 





81 


Straight Brass Reducing One-Eighth ery partee New York Flared End Taper Brass 
Ferrules Ferrules (%) Bend (a) Be Regulation Ferrules errules 
(Standard) (Standard) Gtanderd or PD wry or (Extra Heavy) 
tra Heavy) Extra Heavy) 


FOUNDRY & MANUFACTURING CO 


RICHMOND, VIRGINIA 


“A dependable source of supply’’ 




















Mention Domestic ENGINEERING when writing advertisers 














September 26, 1925 


Replacement Business of Closet Seats 


Te LEADING manufacturers of closet seats are giv- 
ing earnest consideration to plans whereby their 
replacement business will be increased. Naturally 
the manufacturers look to the plumber in contact with the 
this business. If the 
prepares better store display of closet seats and 
features to the community he serves that 
the manufacturers are prepared to sup- 
activities on the part of the plumber with 
that the plumber can put in circulation 


public to accelerate replacement 
plumber 
these seats are 
readily accessible, 
port such 
printed 
locally. 

A real 


leads that 


matter 
exists for the plumber to establish 
advantage if he 
thus doing his part in the 


opportunity 


will be to his merchandises 


closet seats across the counter, 
campaign which certain manufacturers plan to launch as a 


national activity. 


THE CONSUMER 
up in 


REACHING 


FACT that these seats are put individual 


| 
containers makes it possible for the public to draw | 


on stocks with the plumber if the public is informed that 
these seats are readily obtainable. the pub- 
lic will require the services of the plumber to attach the 


In some cases, 
seats, in other cases the householder can perform that ex- 
change himself. At any rate the plumber is featuring in 
his community that he can perform a service in the sale 
of these seats which will advance his standing as a mer- 
chandiser and help to bring the public to his place of 
business. 

The manufacturers r: 
replacement 


aiize the opportunity to develop 
business on and the crux of 
1 lies with the master plumber who is 


closet seats 


the whole problen 


in direct contact with the public. Manufacturers report 
that they conti: :ally have inquiries from the public ask- 
ing where closet seats can be obtained—that attempts to 
purchase seats from the plumbers have not been suc- 


cessful. 

With a campaign on sanitation conducted by the man- 
and the put up in an attractive 
container made readily available to the public, a great op- 
portunity is opened for the plumber to build up a business 
which of itself will the to other demands for 


services. 


ufacturers closet seat 


open way 
the plumbers’ 

One important phase of this proposition is that the in- 
vestment for a reasonable stock of closets seats is small 
and the turn-over possibilities are attractive. 

Various manufacturers are continually advertising their 
brands to jobbers of plumbing supplies, and the attention 
of the public is directed on an ever increasing 
scale to the importance of this replacement. All this 
publicity is to the of the master plumber. 


being 


advantage 


Sigmund Solheim, a plumbing contractor at Racine, 


Wis., has a unique sailing craft which he brought back 
from Norway recently. It is a 20-ft. boat made entirely 
by hand. Two men worked on it for two weeks in Nor- 
way building it for Mr. Solheim. The braces were not 
shaped but were carved from the roots of trees. The 
keel also was carved from a solid log. The boards were 
whipsawed by hand and then smoothed with a plane. The 


and other appurtenances of the boat are all 
The entire weight of the boat is 225 pounds but 
is testified to by the fact that seven 
men can stand on one side of it when it is in the water 
and the tipped. The sailboat has at- 
tracted much attention is the first Norwegian-built 
craft to be launched in the waters of Lake Michigan 

J. M. Hobson, 3308 McKinney street, Dallas, Tex., plans 
to build a 16-apartment building on Columbia street, to 
$40,000 


rudder, oars, 
carved, 
its seaworthiness 
boat cannot be 
as it 


cost 
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Water Heaters 


They are easy and profitable to 





sell because owners like the “‘fire 
brick ring’’ which keeps the fire 









alive. 
Weil-MLain Company 


Chieago, Illinois 
228 











pf ert 


6, Din, obs 
che diffenc 


Completely austrreatic 





























SHEET COVERED 


y(White Seat 


Combines superlative beauty with 
the highest degree of sanitation —the 
finest white seat it is possible to 
produce. 


VAN ARNAM MEG. 


G . fort Ce 
» J = MD AWD ND OUD 





PEAKMAN Sink 


fixtures are being 
advertised regularly 
to a million women. 


SPEAKMAN 
COMPANY 


WILMINGTON DELAWARI 











SPEAKMAN SHOWERS 


AND FIXTURES 
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There's $$$ for YOU bj 


at 





; 


‘How to Set It Up— 


SA 














Mention Domestic ©“4j¥niting 
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a this Combination! 


- ol iS 2 act a ne Sa Se 8 a _ 
* 4 peas 




















ON of “ perfect valve in the perfect display container — 
for you to lay in a good stock of Dole Syphon Air Valves— 
ily made from the finest materials, and absolutely guaranteed 
- If we charged you twice as much—we could fot.give you a 
ore Or more economical valve. The container is the “tumbler”— 

e vital part of the combination, it opens the way— brings the dollars within 
ich, a silent salesman, it suitably introduces the Dole Syphon Air Valves— 
i sells them. Put one of these containers on your counter, s 
gen on your shelves and make. eg Oras cash register is in 


will be work for it! 





ic EMeitinge advertisers 


. 
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SQUARE 'G EE Building Permits for August, 1925 


August Building Permits Show a Slight Increase Over Jul; 
lron £ Malleable tron | FITTINGS 













and a 35 Per Cent Increase Over August, 1924 





The valuation of building permits issued in August i: 
211 representative cities reached a total of $348,946,499 
according to reports by 211 building departments to th: 
F. W. Dodge Corporation. 

This total is a slight increase over that of July and a 
35 per cent increase over August of last year. During 
the past eight months there has been a general gain in 
| the total building volume over the corresponding period 
of last year. 


We are so proud of Square 
“Gee fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





| 1925 1924 
} No. of No. of 
Permits Valuation Permits Valuation 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, OQ. 


Alabama— 



































Birmingham 593 $ 1,725,566 550 $ 1,744,959 
Arizona— 
é q Phoenix 119 178,792 84 210,529 
Arkansas— 
The Climax of 40 Years of Ft. Smith .... 125 52,467 105 93,748 
Development in Automatic Little Rock ... 214 153,905 187 263,036 
Heat Regulators California— 
Alameda 106 138,995 104 145,619 
The New Model 77 Thermostat with 7- Berkeley 158 929,956 416 901,908 
© } 7,663 5 5 
Jewel 8-Day Clock! compton ..... 46 87,663 40 58,41! 
Fresno ... 96 137,330 110 148,916 
| Glendale . ; . 188 691,580 226 687,611 
Write for description and price Long Beach .... 341 6,026,029 345 1,045,041 
los Angeles 3,493 10,221,257 3,835 13,893,095 
Oakland tr . 1,238 3,246,419 1,113 3,026,716 
INMNEAPOLIS Pasadena ...... 230 676,426 334 1,306,328 
Heat Recutator Co. Sacramento .... 266 655,454 289 497,976 
Established 1885 San nese fevwtaawwe 704 1,254,099 582 1,632,051 
m is . San Francisco , 939 3,840,076 894 4,040,980 
2801 Fcurth Ave., So. Minneapolis, Minn. | San Jose .......... 109 221.615 82 298.440 
Santa Ana 70 254,325 87 125,741 
Stockton — ; 94 220,360 94 369,319 
Colorado— 
Colorado Springs 68 50,802 71 119,735 
Denver ee — 674 1,489,210 736 1,565,600 
Pueblo ...... ; 104 85,965 108 156,852 
Connecticut— 


Bridgeport 93 497,187 141 247,987 


Patent Plumbing Specialties New maven 224 491,959 181 314,992 


Delaware— 

















Wilmington 83 200,714 82 168,862 
Duo-Jet Closets and Flush Dist. of Columbia— 
Valves; Urinals, Self-closing oe 705 5,964,115 783 «3,434,048 
e ° ° ‘lorida— 
Cocks; Liquid Soap Fixtures; Jacksonville 315 1,505,673 290 975,244 
Drinking Fountains, etc. Lakeland ... 183 596,175 76 217,200 
Miami . 494 6,024,177 277 3,578,980 
Send for our Catalog Pensacola 74 92,350 68 59,830 
Tampa . 676 2,718,187 341 $85,065 
IMPERIAL BRASS MANUFACTURING CO. ea 
|} Atlanta . 378 778,308 354 1,680,693 
510 S. Racine Ave. CHICAGO, ILL. Augusta ... 121 58,131 142 92.070 
Macon . 180 282,268 149 91,431 
Savannah 58 95,190 55 99,975 
Idaho— 
| Boise ... §5 42.675 68 103,207 
Ilinois— 
THE REAL THING [ott 8. wee ns 
| Chicago ' -. 1,419 * 31,059,700 1,226 21,944,550 
Decatur ...... ; 201 524,385 143 396,859 
It's always easier to sell the | E. St. Louis 178 410,515 119 621,937 
real thing than something Evanston . 122 916,600 109 637,691 
made up to look like a sub- Maywood .. 85 243.500 78 451 995 
stitute. Most plumbers have Peoria .... 178 360,375 124 243,17 
found they can make a fine Quincy , ; 42 137,155 36 97,986 
steady profit on genuine Clas- Rockford ......... 185 529,840 164 232,44 
sic Sink Fixtures. What hap- Springfield 180 322.096 148 1.939 
pens to the fellow who lets 
himself be loaded up with Indiana— 
imitations, we can't say. But Elkhart .. 42 96,585 13 31,30 
we have an idea. Evansville .. sits a 316 501,455 255 321 ] 
CHI CAG o | Fort Wayne Pee 302 846,143 250 1,096,469 
The Chicage Faucet Co. NE eee a cisknke ae 1,291,060 198 743,71 
2700-22 N. Crawford Ave. wt * a = : > 
FAUCETS Chicago, Ill. Hammond oneeaeee 171 716,125 151 367,415 
| Indianapolis eer 1,646,722 1,550 3,218,000 
Richmond 66 86,920 57 61 ) 
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Cthe kind of 
HOT WATER, 


your customers want 











Humphrey Automatic 


AD 


You’re no different from your customers in that 
respect—they want just what you want. 


What you want is hot water that will start running 
as soon as you turn the faucet-——and keep on running 
as long as you want it. 


You don’t want to be bothered with looking after 
whatever it is down cellar that keeps the water hot. 


And you don’t want to pay any more for gas than 
you have to. 


Isn’t that about it? 


Well, that is just exactly what your customers want, 
and what’s more they’re willing to pay for it. 


We believe that 49 years of experience in designing 
and manufacturing Humphrey Automatic Water 
Heaters have brought us to the point where we can 
truthfully say that Humphrey service is nearly ideal. 
At any rate it is nearer the kind of service people 
want than any other we know of. 


If that is true, isn’t it better to sell your customers 
Humphrey Automatic Heaters, which they want, 
rather than something they don’t want, simply 
because it is cheaper? 


Humphrey Type A 
Automatic Water Heater 


We'd like to hear what you think about it. 


Humphrey Company 


(Div. Ruud Mfg. Co.) 
KALAMAZOO - MICHIGAN 














UMPHRE 


MARK 





Automatic Gas Water Heaters 
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Trageser Copper Boilers 


Are As Heavy As Galvanized Boilers 





Immediate Shipment 


From Stock 


amet BP ener: 


All Sizes 
30 Gallons to 100 Gallons | 


New style tapping if desired 
commas Besse. 
Order Through Your Local Jobber 


scans yma 











Write for New Catalog B 








John Trageser Steam Copper Works 
445-459 West 26th St. * New York City 











September 26, 


South Bend 

Terre Haute 
lowa— 

Cedar Rapids 


Davenport 
Joubuque 
Mason City 
Sioux City 
Kansas— 
Kansas Citys 
Topeka 
Wichita 
Kentucky— 
Covington 
Lexington 
Louisville 
Loulsiana— 
New 
Shreveport 


Orleans 


Maine— 
Portland 

Maryland— 
Baltimore 
Cumberland 


Massachusetts— 


Boston 
Ksrocton 
Cambridge 
Chelsea 
Chicopee 
Fall River 
Fitchburg 
Haverhill 
Holyoke 
Lawrence 
Lowell 
Lynn 
Medford 
New Bedford 
North Adams 
Quincey 
Salem 
Somerville 
Springfield 
Waltham 
Worcester 
Michigan— 
battle 
ay 
Detroit 
Flint 
Grand 


Creek 


City 


tapids 
Jackson 
Kalamazoo 
Lansing 
vontiac 
Minnesota— 
Duluth 
Minneapolis 
St. Paul 
Mississippi— 
Jackson 
Missouri— 
Kansas City 
St. Louis 
Montanna— 
}iutte 
Nebraska— 
Lincoln 
(omaha 


New Hampshire— 


Manchester 
New Jersey— 
Atlantic City 
Camden 
Kast Orange 
Elizabeth 
Hoboken 
Jersey City 
Newark 
Orange 
Passaic 


Paterson 


1925 


No 


of 


Permits Valuation 


453 
198 


14 
151 


a2 
‘ 





870,345 











966,945 
239,213 
,334,250 


292 


DOMESTI 

















1924 
No. of 
Permits Valuation 
x79 472,28 
4 7.086 
143 cod, 49 
154 101,135 
100 59,9! 
44 33.704 
141 245, 800 
=) 412,214 
132 00,407 
( 11,250 
Ho 17,800 
GS 130,980 
fol 1,294,46: 
2 719,400 
20% 120,79: 
18¢ a5 0 
‘ {676,880 
61 140,185 
" 202,138 
1334 176,445 
1 PSS090 
aw 131,565 
KG 265,575 
e %4 ' 930 
by 28H SH5 
1/ 64 ) 
17 
11% 
12 
14 
2 750 
1s 159,272 
”° 119,345 
0 165,720 
1" 
s11 
zié 
165% 
yttt 
12 150,054 
117 80,096 
Loe 482,202 
i $4,596 
Soo 1 
4/ 120,000 
444 “ ,195 
1270 2,513,223 
8 17,165 
10 179,688 
| 1.435,015 
l 173,290 
148 05,35 
126 64,415 
ye 3 521 
So 258,245 
35 36,045 
166 1,014,358 
558 3,148,825 
65 148,568 
51 194,750 
23% 387,854 
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Built-Well 
V-Lock Joint 





Sectional view of 
joint turned uy 
side down to 
show how dowels 
are inserted from 
bottom Mois 

I makes 


them tighter 


ture only 

















Write for catalo, showing full line of seats 


The Built -Well 
“ARISTOCRAT” 
A 
skilfully from the finest of 
dome Stic cabinet woods Ame rican \W al 
nut—and finished in such a manner as to 
bring out the full beauty of the nat iral 
grain, is a seat worthy of the most luxun 


fashioned 


ous installation 
It comes in both open and closed tront 
models, with the Built-Well 
Double Doweled \ construction 
and is equipped with a 
hinge, 


famous 
-Lock 

heavy 
be autifulls 


crescent 


shaped brass bar 


nickelplated 


Built Well Mp. Co 


1458 W. KINZIE ST. 
CHICAGO 


‘AMERICAN 


ALsNUT ~ 














Why? 


I he Se 





Feature the ‘‘Kalamazoo’ 
for Sales and Satisfaction $ 


Because it is not only automatic in de sign 
but also in operation 
tion other than oiling 
becomes necessary 
without dismantling the water end and the water 
3 end itself renewed; without replacing the cylinder 
are 
Kalamazoo will make money for you 










7 


It never needs any atten 
And~ when it eventually 


the valves can be re placed 


just a few of the re asons why The 


NATIONAL WATER 
LIFT CO. 
Kalamazoo Michigen 


PRIMES 


Write 
for 
Full 
Details 
NOW , 
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The little pump 


the hig shaft 


Tell them: 


“Even on the smallest Trane pumps the 
shaft is the size of a man’s thumb, as you 
can see from the illustration. 


“It could be the size of his Jittle finger 
and still be plenty strong because it is 
made of highest grade shaft steel. 


“And it is ground to size, not just 
machined. It couldn’t be more care- 
fully made if it were used in a delicate 
watch instead of a sturdy Trane pump. 


“The over-size diameter is used because 
it helps eliminate vibration. It abso- 
lutely prevents deflection. It wears 
longer. So do the bearings. It is one 
of the reasons why Trane small centrifu- 
gal pumps run so smoothly and are so 
quiet in operation.” 


These features apply to all small Trane 
centrifugal pumps condensation, circu- 
lating, booster, and the water end of 
Trane Vacuum Pumps. For complete 
details 


See Trane Bulletin 20 


La CROSSE, WIS 


JAPAN AND CHINA 


THE TRANE COMPANY, 204 


THREE DOZEN BRANCHES IN U.S, CANADA 


AMERON AVE 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, AND 


TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER—VACUUM 
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1925 





No. of 
Permits 
Plainfield f 
Trenton 17 
New Mexico— 
Albuquerque 16 
New York— 
Albar 690 
Auburn 31 
Binghamton ie 
Ltuffalo 165 
Mt Vernon 74 
rons S40) 
Brookly1 2.605 
Manhattan 208 
Queer 811 
Richt 22 
N. 2. CH 
(A bor ) TRO 
Niagara Falls 152 
Schen 1 119 
svi t1¢ 
rr &6 
lt i s 
Wa rt ! SO 
Yonker 13¢ 
North Carolina— 
Asheville 81 
Chat t Gt 
Gireensbors 78 
Wilmington 1% 
Winston-Salem 120 
North Dakota— 
Fargo 41) 
Girand Forks 8 
Ohio— 
\kKkron 24 
Canton 224 
Cincinnati 1,559 
Cleveland 1,638 
Columb ORG 
Dayton 289 
Mansfield 53 
Sandus! 16 
Springt l 103 
Toled 676 
Youngstown ,03 
Zanesville 40) 
Ohlahoma— 
Mus! Z 15 
Oklahoma City 180 
Okmulg i 
Tulsa y 
Orezon— 
Jortland 1,377 
Pennsylvania— 
Allentown 72 
\ltoona 145 
Pethlehen 62 
Mast 42 
lorie 264 
Harrisburg 72 
Johnstown 74 
Lancaster 64 
MeKeesport S5 
Vhiladelphia 1,768 
Pittsburgh 635 
Reading SO 
Scranton 136 
Wilkes-Barre 132 
York ‘ ) 
Rhode Island— 
Providence 601 
South Carolina— 
Charleston 53 
Columbia 63 
South Dakota— 
Sioux Falls 16 
Tennessee— 
(Chattanooga 238 
Knoxville 210 
Memphis 620 
Nashville 258 
Texas— 
Dallas S64 


Valuation 
200,198 
594,362 


SO.000 


875,481 


20,850 





2,355,710 

SHS. 960 
10,617,270 
17,442,445 
45,432,758 
22,211,112 
1,087,322 


96,790,907 


HUOLOLO 





71,535 


1,318,400 


“p90 
763 


767,000 





5,938 


379,723 
2,852,045 
3,150 
5,328,000 
5,817 
415 
57,405 
228 
1,322,778 
2,010 


ro 
52,000 


2,875 


2,310 





,110 


345,900 
260,481 
$66,925 
249,457 
1,035, 
200,950 
416,000 
377,450 
,585 
946,680 


O85 






3,336,928 
694,225 
637,: 
307,886 


104,510 
2,024,000 


29,862 


220,664 
130,450 


289,639 
2,704 
1,730,170 


286,067 





1,496,753 
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1924 


No. of 
Permits 
48 
177 


944 
61 
SY9 
1,865 
USS 
1,689 


316 


96 
605 
291 


18 


1,754 
SG 
171 
145 
54 


Valuation 
385,18¢ 


349,537 


60,860 


,658,272 
296,949 
1,074,402 
4,011,000 
242,184 
6,606,29 
9,402, 
11,584,32 
5,816.41 
942,415 








309, 
248, 
635, 

33, 
616, 


56,192 
7,750 
658,6 


110 
S40 


718, 
1,436, 
5,685, 
1,457, 

596, 

580, 


39,515 


685 
S00 
46 


785 


61,285 
1,488, 


7or 
(ev, 


356 
940 
118,525 


33,605 
4,403 
2,400 
g 


4135 
3,152,125 


SOU 
571 
$61,325 
194,415 
628,501 
120,135 
794,000 
193, 
198,080 
3,047, 
3,356, 


997 


994 


283 


2 
800 


300 
991 
569,50 

394,454 


2,196,900 
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Safety—Comfort-—Satisfaction 
ar e with 
Guaranteed 


TRADE-MARK 


AUTOMATIC OIL BURNERS 





Nine years of satisfactory service in heating all 
types and sizes of buildings has proven the AETNA 
to be a safe, simple, reliable and economical Oil 
Burner, which can be profitably installed wherever 
quick and automatic heating is required. 


Four exclusive and positive safety devices elimin- 
ate all possibility of accident, while automatic 

& regulation of fuel and lubrication permit the 
AETNA to be operated without either attention 
or adjustment beyond keeping water in the boiler 
and oil in the storage tank. 





Made In Six Different Sizes 


AETNA AUTOMATIC OIL 
BURNER, Inc. 


Georgia Ave. Providence, R. I. 





















Six sizes of burners, consumption !% to 40 gallons per hour. 
From a seven-room cottage to 100 H. P. Boiler. 


Approved by Underwriters Laboratories, New York Board of 
Standards and Appeals and all Insurance and Municipal Author- 
ities wherever installed. 


Adapted for Steam, Hot Water and particularly Hot Air Fur- 
naces. 


Local distribution since 1916. 
Now ready for naticnal distribution. 
Highest grade, lowest priced burner on the market. 


Aetna Dealers Sales with unlimited range of field allowed by six 
Aetna sizes, realize profits not possible with any other oil burner. 


Operates on all grades of fuel oil that wil not congeal in 


\4-inch pipe. 
Write for Dealers’ Plan 


AETNA AUTOMATIC OIL 
BURNER, Inc. 


Georgia Ave., Providence, R. I. 
Gentlemen: 


Please send me full particulars 
regarding the AETNA Dealers’ 
Plan. 


Name 


Street 
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ber obtainable 


of satisfied Can- 
field Plumbers to 
substantiate our 
claim that Can- 


field Tank Balls 
are of the highest 


quality and will 


render longer 
service. 


Specify them the next 
time you order Tank 
Balls from your jobber. 


Bridgeport, Conn. 


ENGINEERING 
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CANFIELD Tank Balls are built of the finest rub- 
they are sturdily constructed 
to give perfect seating without stretching or swelling. 


SO as 


You cannot go wrong when you install a Canfield 
Tank Ball, and we can give you the names of hundreds 


The H. O. CANFIELD Co. 
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No 


El Paso 


Fort Worth 212 
Galveston 315 
Houston 501 
San Antonio 325 
Utah— 
Ogden .... 22 
Salt Lake City 143 
Virginia— 
Norfolk 1X8 
Richmond 198 
Roanoke 112 
Washington— 
Everett. ; : 905 
Seattle 1,111 
Spokane 245, 
Tacoma ; 39S 
West Virginia— 
Charleston 32 
I{untington 115 
Wheeling 78 
Wisconsin— 
Kenosha ; 220 
Madison 174 
Milwaukee . 831 
Oshkosh 138 
Racine 122 
Sheboygan 162 
W yoming— 
Cheyenne .. ; 20 


Total (211 Cities). .71,097 


SEPTEMBER 


of 
Permits Valuation 


TOURNAMENT 
The Miami Valley Trade Golf Association 
tember 24 at the Community Club, 


1925 


142,335 
1,456,355 
136,446 
4,460,884 


831,152 





101,550 


539,190 


281,950 
672,759 
157,185 


15,265 
JO83 895 
533,944 


S95 860 


94,168 
391,920 
110,436 
455,172 
370,659 
},063,743 
99,564 
S07,486 


306,545 


$348,946,449 


AT 


DOMESTIC 


met 


1924 

No. of 
Permits Valuation 
49 57,690 
228 689,212 
250 73,207 
197 1,824,318 
277 793,080 
34 113,200 
131 07 268 
154 1,280,750 
257 421,932 
121 463,410 
221 {78,308 
1,003 2,116,960 
41 185,167 
sH2 742,632 
13 93,310 
167 83,274 
119 298,089 
Tso 305,222 
145 369,159 
695 4,346,576 
124 91,562 
120 505,409 
206 174,75 
19 17,780 
65,476 $258,487,303 

DAYTON, OHIO 


on Sep 


Dayton, Ohio, and en 


joyed a successful goif tournament and meeting. 
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September 23, 1905 


the Massachusetts State 
Plumbers was held at Willowdale 
The took the 


10 and upon arrival at the shores of the lake 


The convention of 


Association of 


forty-first 
Master 
Lowell, on September 20 party trolley at 
a ball game 

When the 


announced that the 


was played by the plumbers and their guests 


game was over the committee “bake” 


Was ready After a delicious dinner the association went 


into executive session, following which sports were again 


enjoyed. 


1905 
Dalziel & Moller, of 559 Misston treet, San tra 
have awarded the contract for the er 
brick building ¢ ¢ occupted tpt isu 
190 


At a meeting of the board of governors of the Ameriean 


Society of Heating and Ventilating Engineers on Septem 


ber 15th it was decided to hold the twelfth annual meeting 


in the Mechanical Engineers’ building, New York Citys 
on January 16, 17, and 18, 1906 
1905 
Irank G. liustace has moved hi est wher 
from 4417 Lancaster avenue, Philadelphia R03 a 


avenue, m that city 
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ARMSTRONG 


The “standard’’ hinged pipe vise 
with which all others are compared 


The genuine article usually costs a little more but 
you always get better quality and usually greater 
value, all of which is perfectly natural and logical. 


Have you ever known of an imitation or copy of 
any product of merit that was made better than 
the original? Of course not. 
all, the price necessarily must be lower, and in order 
to make this possible the quality must be lowered. 


Genuine Armstrong Hinged Pipe Vises are obtain- 
able from any plumbing jobber in the country. 
There is no good reason for your accepting any- 
thing else. 


THE ARMSTRONG MFG. CO. 


PIPE TOOLS 


OTe se ee 
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In order to sell at 


Bridgeport, Conn., U.S. A. 
New York Office, 101 Lafayette St. 
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HEATING RESIDENCES AND SMALL BUILDINGS. By 
Alfred G. King. An entirely new book dealing with the 
heating and ventilating of cottages, residences and garages. 
Gives complete layouts and full details of steam, hot water, 
vapor and vacuum heating systems for the different types of 
buildings. Size 8'$x5!in. Price $1.00 prepaid. 


HEATING ESTIMATE BOOK. Lists all the material used on 
a heating job. Easy and practical to use. Timely informa- 
tion and rules printed on the inside cover. Space for fifty two- 
page estimates. Size 8!9xl4in. Price $3.00. 


MODERN PLUMBING ILLUSTRATED. By R. M. Star- 
buck. A thoroughly comprehensive and practical work, 
illustrating and describing the drainage and ventilation of 
dwellings, apartments and public buildings. Represents the 
highest standard of plumbing work. 407 pages. Size 7x10 in. 
$5.00 prepaid. 


OVERHEAD EXPENSE AND PERCENTAGE METHODS. 
By Henry F. Baillet. Master plumbers and steamfitters are 
realizing more and more the importance of including their 
overhead expense as a part of each contract. It is the only 
sure way of showing the correct margin of profit on business 
handled for the year. In compiling this book, Mr. Baillet 
has used data taken from actual business experience. Shows 
how to figure properly the cost of doing business and the 
correct percentage of profit on any contract. A book worth 
many times its cost. Size 444x7 in. 128 pages. 24 tables. 
Cloth. Price, $1.50. 


PRACTICAL STEAM AND HOT WATER HEATING AND 
VENTILATION. By Alfred G. King. This book should 
be in every steamfitter’s library. A strictly up-to-date work, 
describing various systems of heating and ventilation. Be- 
sides the technical features, it contains hints on securing con- 
tracts, business methods, shop practice, rules and data for 
estimating radiation and figuring costs, and other tables and 
suggestions that are time-savers. Size 6x9 in. 402 pages, 
300 detailed illustrations. Cloth. Price, $3.50. 


HEATING AND VENTILATION. By Prof. John R. Allen 
and J. H. Walker. The most complete up-to-date book 
published covering this subject. Designed for use in the 
engineering and technical school :, also for the heating engineer 
and architect. Covers plumbing, heating, ventilating and 
mechanical refrigeration. Size 6x9 in. 305 pages. Cloth. 
Price, $3.50. 


MERCHANDISING THE PLUMBING BUSINESS. By 
Karl W. Zoeller. This book was written by a man of broad 
experience in the plumbing business, who has made a special 
study of the plumber’s greatest problem—the problem of 
bigger sales—and how to solve it. In compiling this work the 
author gets right into the very heart of the subject you are most 
vitally interested in—your business. It is a sales manual you 
will want to keep constantly before you and you'll refer to it 
when planning to put your business on a merchandising basis. 
It will help every plumbing contractor, large or small, to 
stimulate his business to many times its present volume. 
Size 444x634 in. 107 pages. Cloth. Price, $1.50. 
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A PRACTICAL MANUAL OF STEAM, VAPOR AND HOT 
WATER HEATING. By E. R. Pierce. Explains and 
illustrates in detail the design, construction and installation 
of heating systems, as well as the fundamental principles 
upon which they are based. Tells what causes heat loss and 
how to determine the amount of radiation to counteract this 
loss. Contains a number of valuable tables. Size 514x814 
in. 316 pages. $3.00. 


BOOKKEEPING AND COST FINDING FOR THE PLUMB- 
ER. By Wesley A. Fink. Outlines a simple method of book- 
keeping and cost finding easily adapted to your business- 
Tells how to open and close a set of books, gives concrete 
examples on figuring labor and material costs, overhead ex- 
pense—in fact a complete system worked out in every detail. 
Size 444x6% in. 128 pages. Cloth. Price, $1.00. 


QUESTIONS AND ANSWERS ON THE PRACTICE AND 
THEORY OF SANITARY PLUMBING. By R. M. Star- 
buck. Four volumes—Drainage and Venting—Hot Water 
Supply and Circulation—Practical Wrinkles——Drainage, Vent- 
ing and Septic Tanks. Written in question and answer form. 
Used largely in preparing for examinations, though also useful 
to an experienced man. Each volume is illustrated with 
drawings. Size 5x74 in. Price postpaid per volume, $1.50. 
Set of four volumes, $5.00. 


FIVE HUNDRED PLAIN ANSWERS TO DIRECT QUES- 
TIONS ON STEAM, HOT WATER, VAPOR AND 
VACUUM HEATING. By Alfred G. King. Intended as a 
guide and textbook for the younger, inexperienced steam, 
fitter and as a reference book for master fitters. Rules, data. 
tables and descriptive methods are given, together with much 
other detailed information of daily practical use. Valuable 
to those preparing for examinations. Size 6x9 in. 253 
pages. Price $2.50. 


TABLE OF ESTIMATED RADIATION. By Harry B. Perri- 
go. The standard reference table for estimating radiation. 
Given the amount of glass surface, exposed wall and cubical 
contents, the radiation required for any size room can be read 
instantly. Two tables, one for Steam and one for Hot Water, 
printed in two colors on heavy celluloid. Price prepaid, $1.00. 


SIMPLEX ESTIMATE BOOK FOR MASTER PLUMBERS. 
An easy accurate and efficient method of making estimates. 
Compiled by a master plumber with intimate and practical 
knowledge of the subject. Helps you to estimate your jobs 
closer and to include in your estimates all items of cost, so 
you can tell beforehand just what your profits will be on each 
job. Contains 50 two-page estimate sheets printed on bond 
paper, for pen or pencil. Bound in heavy paper. Size 8x 
14 in. Price $1.00 prepaid. 


DOMESTIC ENGINEERING BINDERS. Keep your copies 
of DOMESTIC ENGINEERING in binders. Each binder 
holds a volume—13 issues. Does not mutilate the copies of 
the paper. It will afford a library of plumbing and heating 
information to which reference can be made at all times. 
Binds one issue or a volume. Comes complete with binding 
rods and sectional posts, DOMESTIC ENGINEERING 
stamped in gold on front cover, $2.50. 


Write for Catalog of Books for Master Plumbers and Steamfitters 


Domestic Engineering, Book Department, 1900 Prairie Avenue, Chicago 
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PLANS FOR EASTERN SUPPLY 
MEETING 


committee 


ASSOCTATION'S 


The program which is outlining what is to 
entertain and instruct the members of the Eastern Supply 
Association at their first two-day meeting, to be held at 


the Hotel Astor; New York City, October 14 and 15, met 


recently and the program is now in preparation The 
committee, which consists of Messrs. Keenen, Faherty, 
Tate and Hanley, plans to cram the two days full of 
activity. 


WALWORTH BUYS KELLY & 
A special meeting: of the stockholders of the Walworth 
Mfg. Co., Boston, Mass., has been called for September 29, 


JONES CO. 


primarily for the purpose of voting upon financial matters 
connected with the purchase by Walworth of the Kelly 
& Jones Co., Pa. The Walworth Mfg. Co 
has acquired all the assets of the Kelly & Jones Co. and 
assumed all the that 
with that transaction. It will take over the 


Greensburg, 


debts of company in connection 


manufactur- 


ing facilities of the purchased company at Greensburg 
and the Pittsburgh, Cincinnati, Chicago and San Fran 
cisco stores. In order to provide funds for the purchase 
of the Kelly & Jones assets, for the retirement of its 


floating debt, and to provide additional 
as well take the 
now outstanding, a refinancing has been 
by Walworth and will be the stockholders 
for ratification at the meeting on September 29 At the 
same meeting, the stockholders will vote upon changing 
Walworth Mfg. Co. to “Walworth Com- 
as more suitable to the activities of the 


working 
the 
arranged 


capital, 


as to care of retirement of bonds 


plan 
submitted to 


the name of the 
pany” company. 


CONSIDER MARKING CLASS “B" WARE 
In a bulletin to members, the Eastern Supply Associa- 
Frank S. 
ber firms to get behind the idea of clearly marking class 
“RB” material. 
potteries is now marking their ‘“B’’ ware, and that other 


tion, through Hanley, secretary, asks the mem- 
The bulletin states that one of the larger 


potters are considering this. 


PURCHASES PLUMBING SUPPLY BUSINESS 


The Dimock & Fink Co., of 220 East One Hundred 
Twenty-fifth street, New York City, has purchased the 
supply business of William Cohn, 104 Pacific street, Stam- 


ford, Conn. The will the 


concern as a branch, which will be managed by C. L. Just. 


company operate Stamford 


NEW PLANTS AND ADDITIONS 
The Ohio Mansfield, Ohio, of which C. K. 
King is general manager, has let the contract for erecting 


Brass Co., 


a two-story and basement factory building, 55x55 feet, to 


be located north of Main street, on the Erie railroad, at 


a cost of $30,000. 
whose offices 


The Broadway Plumbing Supply Co., and 


salesrooms are located at 792-4 Broadway, Bayonne, N. J., 
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has just purchased the ground at 549-555 Broadway, 
tayonne, for $100,000 as a base for an addition to its 
business The company will construct a warehouse and 
showroom on the plot, which is 100 x 175 ft Abe Sirota 


is president of the company 


BUILDING LARGE WAREHOUSE IN LONG ISLAND 
cirry 

New York 
Long | 


The 


new 


John Simmons Co., City, is building a 


six-story warehouse in land City, and will 


move all departments of its business formerly located in 


the 


Bush Terminal, Brooklyn, to the new building on 
October 1 The new edifice, which is located next to their 
other building on Degman avenue, back of the Sunshine 
Biscuit plant, will have 12,000 sq. ft. of floor space on 
each floor and will embody all the newest ideas in efficient 


handling of plumbing and heating supplies. The executive 


will location 


New 


offices of the companys ent 


104-10 


remain at the pre 
Center street, York 

WALWORTH MANUBACTURING CO. 

BAYONNE SUPPLY CO. 

The Walworth 

chased the Bayonne Supply Co., 

The 


by the purchasing company 


PURCHASES 


Manufacturing Co., Boston, has pur 


jayonne, N. J., it is an 
nounced company will be operated as a_ branch 
formerly 


the 


George FE. Keenen, 


president, will be manager of the branch under new 


regime Mr. Keenen is also president of the Eastern Sup 


ply Association 


DURO ADDS TWO HUNDRED EMPLOYVES 


Beginning September 14, the plant of the Duro 


Dayton, Ohio, has been operating a 


Pump 
& Manufacturing Co., 
night 


force of workers at 


the 


permanent This step is neces 
the 


force practically all 


sitated by volume of work which has put strain 


of overtime work on the regular day 


year. 

Machinery and equipment are being received to take 
care of the augmented force of workers. About two hun 
dred workers have been added to the Duro factory force 


JERSEY SALESMEN 
NATIONAL 


NEW DISCUSS FORMATION. OF 
ASSOCIATION 

the 
interest of 


New York 


salesmen’ 


A decision to co-operate with Greater 


association in awakening other 


associations in the formation of a national body was the 
main topie when the Association of Plumbing and Heat 
ing Salesmen of Northern New Jersey met in Newark the 
evening of September 11 

President Harry Homer appointed a committee con 
sisting of W. Hf. Swenson, W. FE. Carmichael, W. J. Wheat 
lev, FE. A. Hamilton, F. L. Boyd, and Ray Condit, together 
with the president, to confer with the New York associa 
tion at its next meeting. It is expected that the two 
associations will then write other bodies of salesmen, 
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suggesting a convention to be held this Fall or the coming 


Winter 

Due to the extremely hot weather, the September meet 
ing, which was the first since last Spring, was not ex 
ceptionally well attended, only about 25 being present 


APPOINTED MANUFACTURERS’ REPRESENTATIVES 


The Hills Stevens Co., manufacturers’ representatives 
with main offices at 2709 Grand Central Terminal, New 
York City, have recently been appointed representatives 
for the Atlantic seaboard for Lee Bros. Foundry An 
niston, Ala 


CRANE COOLS NATIONAL EXHIBIT 
ATLANTIC CITY, N. J. 


OPENING OF 
ROOMS AT 


A huge valve served as the entrance to fairyland for 
almost 2,000 people in Atlantic City, N. J., on Tuesday 
September 15, when for the first time guests were permit 
ted to see the beautiful new national exhibit rooms of 
Crane Co., at 2101 The Boardwalk 

This valve, one of the largest, if not the largest, in 
the world, serves as the entrance to the new showroom 
building And the new building quite fittingly houses 
new ideas in fixtures and fittings as well 

Two thousand invitations were sent out by Crane Co. to 
the opening, these being divided among Atlantic City 
civic organizations, professional bodies, and dignitaries 
besides the men in the plumbing profession Elaboraté 
plans had been made to show the visitors through, and 
under the leadership of Manager J. W. Misener, who was 
aided by his permanent staff, including R. B. Scull, W. T 
Smith, William Muldoon and K. Turner, and by an addi 
tional force made up of William Skidmore, of the Harlem 

















New Crane National Exhibit at 2401 Boardwalk, Atlantic 
City, N. J. 

(N. Y.) branch, William Boyne, of the Buffalo branch, 

Robert Hughes, of the Camden (N. J.) branch, and T 


Hopkins of the Pittsburgh branch, this was satisfactorily 
accomplished 


The guides, dressed in white trousers, black coats and 
with blue checked bow ties, met the guests at the valve 
door, and escorted them through the mass of flowers at 


the front of the showroom to the beautiful display, which 
included marble and sunken baths and beautiful bathroom 
fixtures, including gold and silver plated fittings, up to 
the balcony where additional Crane products were shown, 
through to the third floor, which is fitted up as a lounge, 


and where a ball room and meeting rooms are provided 


| 
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In addition a buffet lunch was served, and music helped 
charm In the evening this music was trans- 
ferred to the ballroom and dancing was possible for all 


the visitors 


who cared for this amusement. 

And the famous model the Brooklyn 
bridge, of fittings, the paintings on 
the walls, the exquisite Japanese garden as other attrac 


of 
beautiful 


there was 


made out 





VW. bk. Boyne, of the Buffalo branch of Crane Co.; C. L. Hop- 
kins, of the Pittsburgh branch of Crane Co.; R. B. Scull, of 
Atlantic City, N. J., branch; W. B. Skidmore, of New York 
City branch.—Photograph taken at the opening of Crane 

National Exhibit at Atlantic City, N. J., September 15 
rear of the first 
is the heating 
In 


At the 
basement 


tions for the fortunate guests 
floor the and in the 
department, as well as the factory plumbing section. 


addition, there are living quarters for the manager and 


are offices, 


rooms for Crane Co. employes who may be in the 
famous The building in July, 
1924, taking over a year to build and equip. 

Officials of the ee iy 
Jr., president, who made the trip from Chicago in 
his private car; W. K. Glenn, manager, and 
Dp. Fry of the advertising In addition, 


guest 


resort city. was started 


company were represented by 


Crane, 
advertising 


Charles agency. 


M. D. Robinson, Philadelphia manager; H. Hounslea, 
Bridgeport (Conn.) manager; J. S. Smart, Harlem man- 
ager: T. H. Dawson, Jr., Brooklyn (N. Y.) manager, and 
K. V. Carmer, N. Y. City exhibit room manager, were 


among those present. 


PHILADELPHIA PLUMBSTEAM CLUB HOLDS INTER- 
ESTING MEETING 

The Plumbsteam Club, Philadelphia’s new association of 

plumbing and heating jobbers’ salesmen, held an instruc 


tive meeting at McAllisters, Eighteenth and Spring Gar 
den streets, Philadelphia, Friday evening, September 11, 
with a fair attendance, considering the torrid weather. 
Officers of the club are Harvey C. Bell, of Keystone Sup 
ply and Mfg. Co., president; C. W. Ellis, of Crane Co., 
vice-president; C. W. Cope, of Haines, Jones & Cadbury 


secretary, and Phil W. Stroebele, of J. D. Johnson Co., 
Inc., H. R. Myers, of Tomlinson Co., Inc., 
chairman of the program committee, and promises an en- 
the be 
the same place on October 


Co., 


is 


treasurer. 


meeting, which is to 


16, 


tertaining speaker at next 
held at 


NEW YORK PLUMBING AND HEATING SALESMEN 
TAKE INITIATIVE IN FORMATION OF NATIONAL 
ASSOCIATION OF SALESMEN 


A decision to invite all organizations of plumbing and 


heating salesmen in the country to meet at the Hotel 
Martinique, New York City, October 16 and 17, for the 
purpose of organizing a national salesmen’s association 
was the feature of the meeting of the Association ot 
Plumbing and Heating Salesmen of Greater New York 
September 17 

The meeting, which was held at the Hotel Martinique 
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Remembering the Plumber 
at Christmas Time! 


Did you ever hear of anybody remem- 
bering the plumber at Christmas time? 


We have. It happened last holidays 
in Mueller national advertising. 


So successful was the Mueller Christ- 
mas advertising last year that it will 
be repeated this year in an even larger 
way. 


This year there will be full-page color 
advertising in The Saturday Evening 
Post, poster enlargements of which will 
be sent you for window display purposes. 


This advertising explains the service 
which the plumbers render at a time 
when the need for his services is 
naturally supplanted by other interests. 
It is designed to help you —to increase 
your sales and profits. 


You can effectively “chook up” with this 
Mueller Christmas advertising by dis- 
playing the poster ad as well as 
Mueller faucets in your store and 
windows. Now is the time to get ready. 
You will be assured of satisfactory 
results. 


MUELLER 


Canadian 
Factory: 
MUELLER, Ltd. 
Sarnia 


MUELLER CO. 


Established 1857 
Factories: Decatur, III. 
Port Huron, Mich. 


Branches: 
New York 
San Francisco 
Los Angeles (141) 
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‘“‘THE LEAD RING IS THE THING’”’ 
Now Furnished Both Male and Female 


The American 


Waste Connection with 


Waa <= [ead Ground Joint Ring 


Saves Time, Money and 
Grief — Assures a Tight 
Joint. : 








American Sanitary Mfg. Co. 
Abingdon - - 


No. 753 
Female Thread 


Illinois 3 
; 


“seeeeeeeeees eeeeee seeeee seeneeee seenereeeee rrr 


KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 

Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 




































PIERCE, BUTLER & 
PIERCE MFG. CORP. 
Makers of 
GooD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -:- -:- NEW YORK, N. Y- 





























UNCONDITIONALLY GUARANTEED 
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PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 


The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. Baltimore, Md. 
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was attended by a committee from the New Jersey Sales 


men's association, headed by 
the 


forming a national body 


President Harry J. Homer, 
take the 


was made after consultation with 


f that body, and decision to initiative in 


this committee Invitation letters 
ne to all 
Weber, 


and as many more representatives as possible to the con- 


are to be sent out at 
William F. 


voting 


existing associations by Secretary 


requesting them to send three delegates 
vention, or to send proxies if it is impossible to send dele- 
gates. A banquet is to end the two-day session. 
An arrangement committee of four, two members from 
two New York was selected, the 
represented by E. A. Hamilton 


William Weber 


New Jersey and from 


former association being 


and Ray Condit and the latter by and 


Croix. 
feature of 


Harry Le 
Another the regular New York meeting was 
a splendid talk on salesmanship by C. W. Farrar, of the 
Excelso Specialty Works, Inc., of Buffalo, N. Y. Mr. Far- 
rar stressed the importance of knowing the merchandise 
you sell, and advocated the taking of as many courses in 
that in his opinion a 
salesman could not know too much about selling. 


salesmanship as possible, stating 
The educational part of the program was taken care of 
by a motion picture, entitled the “Fundamentals of mak- 
ing American Boilers and Radiators,’ which 
under the direction of G. P. Dunn of the New 
York City office of the American Radiator Co. Three new 
Arthur S. Forster, of the New York 
Waldman, of Dash Mfg. Co., Inc., and 
Harder, of John A. Gannon, were admitted. 


Radiator 
was shown 
members, Brass 
Foundry, Leon R. 
Victor $ 
MANUFACTURERS AND SUPPLY HOUSES REPRE- 
SENTED AT PHILADELPHIA HOME BEAUTIFUL 
SHOW 
manufacturers supply 
the Beautiful Exposition, 
held at the Armory, Broad and Diamond streets, Septem- 
ber 14 to 19, by many 
One of the 
Cox Stove Co., 


Philadelphia 
represented at 


and houses were 


annual Home 
well arranged booths. 


largest displays was made by the Abram 
with a central aisle booth, open on all four 
This manufacturing concern displayed a large line 
ranges, boilers, warm air furnaces 

James M. Dugan & Co. 


Minneapolis 


sides. 
of gas and water 
showed a heating sys- 
while the United 
Utilities & Engineering Corp. displayed gas boilers. 

Fleck Bros. Co. had a large display, including kitchen 
sinks, bath scales, lavatories, bath tub with shower, laun- 


heaters 


tem and heat regulators, 


dry trays, closet combinations, a drinking fountain, warm 
air furnace, a heating boiler, portable electric furnace, and 
a kitchen katchall The Union of Johns- 
town, Pa., exhibit included several styles of their boilers 
Frankford the Willner Oil 
showed an oil burning system installed in 
a house heating boiler, and the Lawson Mfg. Co. displayed 
radiant 


Radiator Co., 


and radiators. A company, 


Jurner Co., 
heaters. Gas 


stoves, water 


the 


and warm 
Philadelphia 


heaters 


air turnaces provided display for the 


Furnace & Supply Co. 


TO OPEN OFFICE IN’) MILWAUKEE 


The Kewanee Boiler Co., Kewanee, Ill., has announced 
an office will be opened in Milwaukee, Wis., and that 
T. G. Werner will be in charge. 


NEW YORK CHAPTER TO OPEN SEASON 
The New York Chapter of the American Society of Heat 
ing and Ventilating Engineers will resume its regular 
meeting as usual the 
ning of the third Monday, which is in this case the 19th 
The Building Trades Employers’ Club will again be the 


meeting place, 


monthly meetings in October, eve 
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Welcome relief from pipe 


FRING 





threading ¢rief 


HE Willie Williams has definitely banished for all time the back-breaking 
drudgery and the time-wasting grief of threading pipe via the old hand 


stock and die method. 
The Willie Williams adds dollars to the plumber merchant’s bank ac« 


ount 


by lopping high time and labor charges from his cost sheets. The Willie 
attracts new business and new customers by turning out high-grade threads 
that come easy and fit tight every time —that produce perfect jobs and 


complaint-proof work—that make satisfied customers and friends. 
* * * 


The Willie Williams is a productive investment that earns definite dividends 


in time saved, energy conserved and greater dollar profits. Threads, 


cuts 


and reams pipe, bolts and nipples in one single setting of the machine. By 


actual test on hundreds of jobs cuts time and labor costs 75%—enables 


your 


workmen to put in more productive hours on the job and enables you to 


turn out of the shop a greater volume of profitable business. 


The new revised edition of the 32-page Willie Williams booklet 
tells how the Willie can pile up profits for you. Get your copy today. 


WILLIAMS TOOL CORPORATION, ERIE, PA. 


Canadian Plant—Brantford, Ontario 


’ 

Williams Tool Corporation, Erie, Pa. 

§ Please send me your new revised Willie Williams 32 page booklet. 
‘ Name ; seni raadainaiegadainlgaas 

$ Address iahsinabaitia deems ibanialcsisiali ahaa ea 

§ City or Town State 





WILLIE 


PORTABLE POWER 


sessesnnennnes FREE! Tear cut and mail FREE! --+++++-----* 






PIPE MACHINE 















A definite proven fact: The Willie 

Williams cuts costs 75% on every thread 

ing job it does. Get in on these savings. 

Williams Pipe Threading Equipment 

is made in a complete range of sizes, 
from *, inch to 24 inches 


1JLEAMS 
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SEPTEMBER TOURNAMENT OF THE N. E. M. P. GOLF 
ASSOCIATION 
Members of the New England Metal Products Golf 
Association held their regular monthly tournament on 
Wednesday, September 16, at the Rhode Island Country 
Club as guests of Herbert D. Nickerson, in spite of the 
fact that there was a heavy downpour in the morning 
and a drizzle all the afternoon 
While everyone had wet feet, they all had a fine time, 
| and notwithstanding the wet greens and fairways Elzey 
Atkins turned in a gross score of 88, and M. W. Dennison 
followed closely with a score of 89. 


poeeenee 1 897] EHINSANIGART) 1925 eer 




















As there were only twelve members in attendance the 
complete scores were not tabulated, it being decided that 
no prizes should be distributed, owing to the limited at- 
| tendance. 





Following an excellent dinner, a business meeting was 
held, at which Ray Bloom was elected to membership. 

The next meet of the association will be held at the 
Worcester Country Club between October 5 and 10, the 
exact date to be decided within a few days. On this oc 
casion, the members will be the guests of John E. Wash 
burn. 











Fig. 62 Patented 


The Peerless Garage Drain 


does more than merely prevent mud and refuse 
from clogging the pipes. It furnishes triple pro- 
tection against poisonous fumes by means of 
three scientifically arranged vents—one vent 
running from the sewer and two from the 
receiving hood. It has been fully approved by 
Health and Fire Departments. Write for com- 
plete details —now 


Compound Injector and Specialty Co. 
419-421 D N. Laramie Ave., Chicago, Ill., U.S.A. 
Originators. Designers and Sole Manufacturers of 


waannwel 897 EHNSANIGART) a 


alta THE QUALITY GOODS, 


In spite of many detours, all the members attending the 
September meet reached home safely, Wallace Osborn 
being convinced, however, that Charles Glavin runs the 
best sleeping car between Providence and Boston. 


SEPTEMBER TOURNAMENT OF CENTRAL TRADES 
GOLF ASSOCIATION 

The Central Trades Golf Association held its regular 

| monthly tournament at the Shannopin Country Club, Ben 

a Pa., on Friday, September 18. As the vacation 
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seasor Was over, the meeting had a very large attendance, 





and fair weather and a sporty course in fine condition, 


- ——____— | helped to make the day a big success. Members tried 
to win the association cup away from C. C. Adams, of 
i Latrobe, but, while Paul Snelsire and Robert Ottke closely 
| A Return Line contested it, Mr. Adams secured another leg on the cup 
| with a net of 74. Mr. Snelsire’s net was 75, and Mr. 
Ottke’s 76. Low gross was made by C. C. Adams, with 


VAC i [ IM Pl IMP | a 78, Robert Ottke being second with a score of 84. 


A low net of 70 won the visitors’ prize for Dr. Walters, 
5 without a Peer | | while the blind handicap was won by Vice-President Jo- 

seph White with 94. Other prizes awarded were: Prize 
| for the most number of birdies, C. C. Adams with 2; for 
| the largest number of 4’s, Paul Snelsire, with a total of 





7; consolation prize, J. Bailey. All prizes were in the 
form of golf balls. 

The next meet will be held at the Field Club about the 
middle of October. 








Personal Mention 
Capacity, Efficiency and | J. S. Judell, secretary and general manager of the Mil 


waukee Flush Valve Company, Milwaukee, and Frank P. 
Quality Guaranteed 1 | Murphy, sales representative, left September 21 for a two 
weeks’ trip through Indiana, Kentucky and Ohio. On 
this trip they will visit the various jobbers and customers 


Sold on Honor 





: handling the company’s product . The entire trip of more 
at Right Price | | than 2,000 miles will be made by automobile. 
| } 
| | Howard Coonley, president of the Walworth Mfg. Com 
. > | . . . 
Economy Pumping Machinery Co. pany, Boston, Mass., has been appointed chief of the 
87-122 N. Curtis St. Chicago First Chemical Warfare Service procurement district by 


Major General Amos A. Fries, chief of the service at 
Washington, D. C. Mr. Coonley will supervise the manu 
District Agents Everywhere facture of gas masks and other chemical warfare equip 
ment in his district, which includes the whole of New 
| England. Mr. Coonley in accepting the appointment said 


























September 26, 1925 





Make the 
Kitchen 
Katch-All 


AVE you ever said to yourself, ‘““This would be a 
pretty nice business if every job showed a profit’’. 
Well, hundreds of plumbers have been doing that very 
thing-—making every job pay a profit by simply leaving a 
KITCHEN KATCH-ALL wherever they repair a bib, 
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clean a trap, stop a leak, or what not. 


There never was a kitchen convenience that sold as easily 


bage strainer. Just what 
doubt, but we have authority for the statement. 
the dozens of enthusiastic letters we receive every month 
from plumbers who are tickled over their success. If you 
are not making these profits you are Josing them 
cause you have the same opportunity as the rest 





- oe 


Good Housekeeping 
institute “ 






Pay You 
the Profit! 


and a3 certainly as this remarkable under-the-sink gar 
you'd expect us to say, no 


It is in 


be 


THE OHIO METAL UTENSIL CO., GREENWICH, OHIO 





KITCHEN KATCH-ALL 


The sanitary under-the-sink strainer 


Made of Aluminum) 
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RUBBER GASKET 
SLIDING BRASS INSERT 
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Nae WHAT 
Cracks China Spouts? 


Hot water? No! If it did, you would have 
to drink your coffee from a tin cup. It is 
the rapid expansion of a screwed-in metal 
insert, cemented to the china that does 
the damage. This disadvantage has been 
completely overcome in 


WUESTHOFF’S 
China Spout 


As the diagram shows, this new China 
Spout is made with a self-adjusting, non- 
expanding and rubber-cushioned, sliding 
brass insert which positively prevents 
breakage from sudden changes in the tem- 
perature of the water and also permits the 
base of the spout to be screwed snugly up 
against the wall. 


Your Jobber Can Supply You 





Patented Aug. 4, 1925 








+ 





SSepoococoeceoonoooas 
M. W. WUESTHOFF CO. 


Patentee and Sole Distributor 


Monadnock Bldg. San Francisco, Calif. 
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“IT wish to assist in furthering what I consider to be one 
of the most constructive measures for preparedness which 
has been put into effect in this country I believe that 
war is detestable and should be avoided, if possible. I do 
not believe, however, that being defenseless is the proper 
way to avoid war.” 

R. H. Feltwell, Philadelphia district manager of the D 
& T. Mfg. Co., St. Louis, has been on a visit to Buffalo and 
Rochester, N. Y. He reports business conditions good. 

William F. Harper, former owner of the Duluth Plumb 
ing Supply Company, has been appointed southwestern 
representative for the Milwaukee Flush Valve Company 
Milwaukee, Wis. 

Ford H. Pratt, formerly connected with the Eastern 
Specialty Manufacturing Company, Scranton, Pa., has been 
appointed southeastern representative for J. B. Wise, 
Inc., of Watertown, N. Y. Mr. Pratt will make his head 
quarters at St. Petersburg, Fla. 

Arthur C. Hess, president of the Arthur Hess Corpora- 
tion, Los Angeles, Calif., was in Chicago and Rock Island, 
Ill., on business this week. 

S. L. Marsh, president of S. L. Marsh Co., Los Angeles, 
Calif., stopped in Chicago, on his way to Weshington, D 
C., and New York City. 

W. W. Warner has been appointed advertising man- 
ager of Vaile-Kimes Co., of Dayton, Ohio. Mr. Warner 
has been associated with this company for a numoper of 
years, and has had much experience in sales and pro 
motional work. 


J. J. Meyerson, president of the Ohio Metal Utensil Co., 


| of Greenwich, Ohio, is making a two weeks’ trip through 


the East. He plans to visit Pittsburgh, Philadelphia, New 
York and Boston. 

M. T. Britton, formerly with the American Radiator Co 
of Buffalo, N. Y., has been appointed Philadelphia sales 
manager of the Marine-Galligan Co. 

Milton Schachtel, special sales representative for the 
Pacific Faucet Mfg. Co., of Los Angeles, Calif., after 
spending several weeks in San Francisco, is visiting the 
jobbing trade in Denver, Omaha, Salt Lake City, and 
Kansas City, Mo. 

Oscar Winkopp, formerly representative of the McNab & 
Harlin Mfg. Company, is now associated with the Star 
Mfg. Company, Inc., Providence, R. I., maker of unions 

Harold Held, formerly with the Minneapolis, Minn., 
brarich of the Kohler Company, of Kohler, Wis., has been 
appointed manager of the Philadelphia branch of this 
company. Mr. Held will immediately take charge of the 
company’s showrooms and warehouse at Thirty-second 
and Oxford streets, Philadelphia. 

A. J. Walker, formerly with the Wasco Supply Company 
New York City, has joined the sales force of the Pierce 
Butler & Pierce Manufacturing Corp., Newark (N. J.) 
branch. He will cover New Jersey territory adjacent to 
Newark. 

J. V. Brunner, formerly with the Reading Iron (: 
Reading, Pa., and later with the Chicago office of J. B 
Wise, Inc., Watertown, N. Y., has joined the sales force 
of A. M. Byers Co., Pittsburgh. Mr. Brunner will work 
out of this company’s Chicago office, in the Conway build 
ing, and will have as his territory Chicago and vicinity 


Harvey Goffee has been appointed Los Angeles sale 
representative for the Pacific Faucet Mfg. Company. 

J. H. Mulrein, who for several years has represented J 
J. Ryan & Co., of Chicago, in California, left San Fra: 
cisco oneSeptember 15 for Prescott, Ariz., where he wi 
supervise the opening of a silver mine which he own 
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How many stocks does one 
REED Ratchet Stock replace? 


Just count it up for yourself! Todo the same work that 
one REED Ratchet Stock will do, many plumbers will use: 


One Ratchet Stock for right hand One Ratchet Stock for left hand threads, 
threads, for pipe sizes 1 inch to 2 inches. for pipe sizes 14 inch and 34 inch. 
One Ratchet Stock for right hand One Ratchet Stock for bolts, size 1 
threads, for pipe sizes '4 inch and °4 inch. inch to 2 inches, right hand. 
One Ratchet Stock for left hand One Ratchet Stock for bolts, size 1 os 
threads, for pipe sizes 1 inch to 2 inches. inch to 2 inches, left hand. Simple, 
and very rugged 
° e Has 15 to 20 fewer parts 
The REED Ratchet Stock can be used with any die, to cut any thread than pr her Ratche 
. . . . . ° stocks nd it stands 
regardless of thread pitch—within its size range. Including 14-thread es elgg tse he 
casing dies, British Standard thread, American Standard thread, etc. Ai ane 
. 4 eaves time you dont 
Cuts threads for any purpose. Taking the place of 6 or 8 stocks is only nate oo Sees sraetie Sos 
one of the many fine features of this REED tool. Sa ee Gee oo ee 
pipe. The four jaws of 
m a is the adjustable guide, 
The handiest pipe stock ever made, and it’s also working on a cam, center 
the quickest starting and easiest cutting i naar 
It has no lead-screw! The REED Dies have a double threaded throat 
that takes hold of the pipe instantly, burr or no burr, and draws the tool Fa 
right ahead. Starts and cuts with so little effort that it makes threading 4 
2-inch pipe an easy one-man job. Fa 7 
And the full length dies cut perfectly true threads, that give tight joints. v4 Mfe es 
— Erie, P 
Get the description of this tool, in our folder: “HE DIDN’T o ere 
” Gentlemen : 
BELIEVE THE DIE WAS CUTTING!” Tear off the coupon “4 Se cis chai lea il 
and mail. this new folder “HE 
ya DIDN’T BELIEVE THE 








y 4 DIE WAS CUTTING!"—tell 
ing about the Reed Ratchet Stock. 
0 Name 
L ya Company Name 


MANUFACTURING COMPANY, ERIE, PA. J A2urevs 








ADJUSTABLE 


Dies are Alloy Tool Steel. 


323 N. Francisco Ave. 





DOMES TI 


Catalog 


Armstrong Bros. 
PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 


Chicago, U. S. A. 
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§ p= only hanger adjustable for 


any height of baseboard. A style 
both with and without baseboard 
adjustment. 


Write for ALL the advantages 


° HEALY-RUFF CO. 


770 Hampden Ave e 
ST. PAUL $3 Minn. 















mined by the 


Ist and C Streets 


A Real 
Grease Getter 


For hotels and rest aurants where lar we 
quantities of gre cn 
tinually being po ured down the dr nina 
there is nothing to equal an 


aSsy water ar 


Estabrook Grease Trap 


for trouble prevention rhe model 
shown is for outside installation, the 
amount of brickwork being deter 


depth of the trap 
Write for catalog showing a grease 
trap for every purpose 


R. ESTABROOK’S SONS 


South Boston, Mass. 

















Haas 


service 
Frost Proof Closets. 


Write for catalog. 





Flush Valves tor use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 


Direct flush 
or after flushing. 


Philip Haas Co., Dayton, O. 
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Mr. Mulrein has been identified with the plumbing busi 
ness for a number of years, operating a shop in Prescott 
and Phoenix and later a wholesale plumbing house in 
Phoenix, which he sold to Crane Co. several years ago 
William Bland. manager of the Philadelphia branch ot 
returned to his desk Septem 
ber 15 after a combination trip, it being both a vacation 


the American Radiator Co., 


and a honeymoon. 

G. J. Mahoney, of Cambridge, Mass., has been appointed 
special representative for the D. & T. Mfg. Co., of St 
Louis, Mo. His headquarters will be in Philadelphia. 

Patrick Howard, associated with Michael Howard, man 
ufacturers’ agent of San Francisco, Calif., has returned 
from an extended trip through the Southwest. 

W. J. Black, secretary of the Pacific Faucet Mfg. Co., of 
Los Angeles, Calif., spent a short vacation in San Fran- 
cisco, visiting the trade. 

A. Walker, of the Pacific Faucet Mfg. Co., Los Angeles, 
Calif., is organizing distributors of the company’s products 
in Florida 


Noew Equipment 


A NEW RAIN CONDUCTOR DRAIN PIPE FLANGE 

An interesting flange has recently been put on the 
market for connecting rain conductors to a drain pipe 
The flange 
the rain conductor and fills 
the opening in the drain pipe 
so that birds, sticks and stones 


fits closely around 


cannot get into it. This de- 
vice is made in all sizes re- 
quired and allows ventilation 
between the rain conductor 
and the drain for the purpose 
of preventing rust. It is made 
of cast iron and is covered 
with rust resisting paint. The 
flange is so constructed as to 
fii the head or bell end of 
soil pipe or terra cotta pipe. 
An illustration showing the 
method of using the flange is 
presented herewith in the ac- 





companying cut. 


New Trade £iterature 


Catalog of Martin Metal Mfg. Co. 
Martin Metal Mfg. Co., of Wichita, Kans., 
catalog of plumbing and heating supplies. The 
inches in size, 


has just is- 
sued a 
catalog consists of 503 pages, 614 by 9% 
printed on heavy glazed paper, and substantially bound 
in a brown cloth cover with gold lettering. 

r Paul Soft Water Generators 

“A New Home Helper” is the title of a booklet just is- 
sued by the Fort Wayne Engineering & Mfg. Co., of Fort 
Wayne. Ind. 
various uses to which an abundant supply of soft water 


lllustrations in several colors show the 


may be put. The lessening of kitchen labor because of 
the removal of lime from the water, the saving of soap 
and clothes on wash-day, and the advantages of shaving, 
shampooing and bathing in soft water, are points em- 
phasized in the booklet. A complete description of the 
construction and method of operation of the Paul soft 
water generator is also given 
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Mr. Plumber! Meet Mr. San! 


{Short for San-Equip Septic) 


6¢QAN”’ takes care of sewage for subur- 











SAN-EQUIP Septic Tanks ban homes, camps, schools, etc. 
are made from a special He'll go anywhere, always does a good 
Copperoid Iron, rust- job and earns an extra profit. He's 
proofed by a mineral a sturdy fellow, too—well set up, stands 
enamel process which is en- 4 feet high and weighs 295 pounds. 
tirely unaffected by moist- Always wears a waterproof coat and 
ure. This process doubles stays on the job through thick and thin. 
ee tees ak the tonk Seven years record, thousands of jobs, 
walls and insures an in- no failures. What do you say to giving 
destructible tank which is him a trial? At least look him over. 


He brings his own return ticket if you 


proof against all soil and . 
can t use him. 


climatic conditions. 


Your jobber knows me. Ask _ him.”’ 
—Mr. San 




















Chemical Toilet Corporation 
Syracuse, N. Y. 


SEPTIC TANK et 
| | ae 


SEPTIC TANKS 





Mention Domestic ENGINEERING when writing advertiser 








DOMESTI« 


ENGINEERING 

















Back 
Cleanout 
street sewer 


cover 


and |, Bends weigh 29 pounds 





Save Time and Do a Better Job! 


Blake ‘‘Y’’ Fittings with Extended !; Bend Spigot 


The special feature of this fitting is that Front 
it can be used at the foot of any stack, 
whether it be in the corner, next to the 
wall or in the open 


The special feature of this fitting is the 
easy access to the most serious and fre 
quent source of trouble; from stack to 


Made with two styles of cover: “So- 
Easy-to-Remove”™ and brass screw plug 
cover 

Extra heavy 2-inch Y and \% Bends 
weigh 12 pounds. Extra heavy 4-inch 
Y and \« Bends weigh 34 pounds. 


Made with two styles of cover 
Easy-to-Remove,” and brass screw plug 


Extra heavy 2-inch Y and '< Bends 
weigh 10 pounds. Extra heavy 4-inch Y 











Cleanout 











**So-Easy-to-Remove' lron Cover Brass Screw Plug Cover **So-Easy-to-Remove’’ lron Cover Brass Screw Plug Cover 
No Mine Weight Nv Size Weight ‘ Size Weight No Size Weight 
J-1752 2-inch J-1762 2-ineh Extra Heavy 2-inch Extra Heavy J-1782 2-inch Extra Heavy 
J-1754 4-ineh ‘ J-1764 4-inch bextra Heavy 4-inch Extra Heavy J-1784 4-inch Extra Heavy 
J-17 56 2-tnch J-1 76 2-inch Standard d 2-inch Standard J-178€ 2-inch Standard 
J-1758 4-inch J-1768 4-inch Standard J-1778 4-inch Standard J-1788 4-inch Standard 
Brass flange covers can be furnished, also High Hex Heads, such as Ohio Code 
sé 99 . . 
Blake ‘‘Economy”’ Stack Base Fittings 
Front 
Side A good, cheap and convenient fitting for base of soil pipe stack. All are Cianeu 





_Cleanout 


1792—Size 2-inch with R. H 
1793-——Size 4-inch with R. H 


extra heavy but made to fit standard pipe also. Made with front or back 
cleanout, also right or left side cleanout, so fitting can be used under any 
condition. Cleanout plugs are iron 
square heads. Openings are suitable 


pipe thread, heavy and have large 
or test plugs. 


J-1790-—-Size 2-inch with front cleanout 
J-1791—Size 4-inch with front « 

J sf 

J -1797—Size 4-inch with back cleanout 


Can furnish flanged covers if desired or High Hex Heads 


2-inch Ell weighs 11 lbs. 4-inch 24 lbs. 


—Size 2-inch with L. H. cleanout 
Size 4-inch with L. H. cleanout 
Size 2-inch with Back cleanout 


isk Your Jobber for Blake Products and}Get Quality; Without Extra Cost 


BLAKE SPECIALTY COMPANY 


-: ROCK ISLAND, ILLINOIS 


Canadian Service — All Crane Co. Branches 
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The SéKonginal Rainbow. 
The Very Latest Rainbow 
Fixture 


Patent Pending 


i. 


je? 





D-477 New Model 


The advantages of this new “Rainbow Fixture 
are in the upper controlling valves, which are specially 
designed, to match position of the lower Basin 
Cocks, which admits of the user getting in very close 
to shampoo the head 

They will fit under a shelf or medicine cabinet and 
especially appeal to apartment dwellers and owners 
of private residences. This fixture also looks well on 
Pedestal Lavatories. The lower Basin Cocks are quick 


compression. 
For Sale by all Jobbers 


STREET & KENT MFG. CO. 
1954-64 Clybourn Ave., CHICAGO, ILL. 


Manufacturers in Chicago since 1888 
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CODECUEXCATION 


Lavatories, Jubs 
Trays, Eft 1 use | 











Driving 
Home 


“It’s cheaper than a pop-up. It’s cleaner than a 
pop-up, and with its bright attractiveness it makes 
the use of chain and stopper best for every plumbing 
use. What is? What does? BEAD CHAIN, of 
course. Figure on its use when quoting bath room 
fixtures and installations. It is regular standard 
equipment with leading manufacturers. Get samples 
from your jobber.”’—Bill Bead. 






us 


BEAD CHAIN 


Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
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CHICAGO 


In the case of practically every commodity in plumbing 
and heating, buying and selling activity continues strong 
this week. Aside from a 5 per cent advance in prices of 
boilers and radiation, there is no marked change to re- 
port in a business that has been at a high peak for weeks. 
In Chicago, last week’s building permits amounted to over 
$5,800,000, and, at the end of the first eight months of 
this year, the city is $55,500,000 ahead of the same pe- 
riod last year in the value of permits issued. Master 
plumbers and heating contractors are busy. It is the peak 
season for jobbers. Manufacturers are rushed with calls 
for hurry-up shipments. 

In former years by this time, jobbers were out of the 
market, as far as commitments of any size were concerned. 
In order to be prepared for the heavy rush from the trade 
at this season, they brought their stocks up to 
levels by ordering earlier in the year. To extent, 
this is true this year, for in many cases, manufacturers are 
working on releases against than on fresh 
commitments. A few of Chicago’s larger jobbers already 
have their orders in and are doing little buying now. But 
only as an interesting comparison can this be mentioned 
now, for this year has been decidedly different from other 
years in the way the average jobber has acted. Hand to 
mouth buying, for actual needs as they arise, has been the 
habit, and, therefore, the majority of jobbers are now 
forced to stay in the market constantly in order to keep 
up with the demands of their customers. 


good 


some 


orders more 


Copper output thus far this year has averaged 70,859 
tons a month in comparison with a monthly average of 
66,115 tons for the same period last year. Copper, be- 
cause of its use in so many different metals, is often con- 
sidered a barometer of business conditions, and, if this 


the increased output and sales might be used 
the 
plumbing and heating this year Pig 
upon by 


can be done, 
done in 
is looked 
be expected in 


as a measure for increased business being 


iron, too, 


many as a gauge for what may 


is constantly becoming 


The 


business 


plumbing and heating. Pig iron 
stronger in prices, production and sales 
of the farmer is 
a wonderful opportunity for sales, and here in the Central 
West, reaping the 
benefits from the improved agricultural situayon 

Soil Pipe 
prices of 


prosperity 


being recognized in circles as 


plumbing and heating are some of 


» 


advance of 2 soil 


The 
nounced 


points in pipe, an 


September 15 by one large interest, has since 


become general with foundries, as far as can be learned 


Chicago jobbers’ prices varied at the time of going to 
press, some having followed the makers’ advance, while 
others were maintaining former prices. The result of the 


change as far as foundries are concerned, was a temporary 
of the 
general, 
this 


spurt in orders Business hanging fire at the time 


announcement was jarred loose, it is said. In 


jobbers have on order or in stock a good supply of 
commodity for their fall 
plumbers continued active this week, though not up to 
the mark set in 
work was more in season. 

Steel Pipe 


from 


needs Their sales to master 


former weeks when the starting of new 


jobbers, which showed no 


few 


A sustained demand 
sign of weakening during the last 
operating at a good rate of production 
reporting conditions. Prompt 
wanted on 
mills are having no great trouble in meeting that specifica 
Sales to master plumbers and heating contractors 


days, has the mills 
and, generally, 
satisfactory delivery is 


most of the business placed and, as a rule, 
tion. 
continue large, and jobbers are maintaining holdings that 
are ample for their customers’ requirements. Prices are 


firm and unchanged. 





Jobbers of plumbing and heating supplies are in 


the midst of their peak season. Sales to master 


plumbers and heating contractors continue at a high 
rate this week, and the needs of the trade are, as a 
rule, being met promptly. The policy of hand-to- 
mouth buying throughout the year has, at no time, 
permitted the accumulation of heavy stocks in job- 
bers’ hands, so replacement orders are reaching 
manufacturers in steady number in order to keep 
pace with consumption activity. At the same time, 
the need to prepare for the busy season was responsi- 
ble for earlier commitments of good size by some 
jobbers, so that manufacturers’ shipping schedules 


also show a considerable number of old orders on 





OLD AND NEW ORDERS 


KEEP BUSINESS GOOD . 


the books. On the average, factory stocks and out- 
put are meeting the situation satisfactorily, although 
reports still have it that enameled ware, pottery and 
cast brass goods show shortages among some pro 
ducers. 

Prices of boilers and radiation advanced 5 per cent 
during the week, the advance, as announced by one 
large maker, covering the line with the exception of 
a few boiler items. This advance, with the recent 
upward turns in prices of soil pipe and range boilers, 
gives the manufacturers’ market, as a whole, an 
appearance of growing strength. Jobbers’ prices, as 
from the various centers, show 


reported jobbing 


practically no change during the week. 
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Wrought Lron Pipe 
been no change in wrought busi 
the Fill-in 


tinue to reach the mills steadily, amounting to a fair ton 


Phere ha 
during 


iron pipe 


jobbers 





week orders from con 


ness 


direct while not so dur- 


still 


nage, and heavy as 
this 


Mills are in position to make reasonably prompt deliveries 


shipments, 


ing July, account for a normal activity in line 
unchanged 
Enameled Ware 
call 


totalling a very good volume 


Prices are firm and 


Manufacturers report a steady from jobbers for 


“hurry-up”’ shipments, Gov 


ernment statistics on August enameled ware’ business 
show that last month was slightly under July, but some 
of the Chicago representatives state that their business 
was better and is continuing in as good volume so far in 
September Advance buying lags, jobbers placing orders 
for assorted lots, closely in line with sales, and main 
taining a steady pressure on manufacturers to get ship 
ments through in quantities necessary to meet their re 
quirements One large manufacturer reports heavy or 
ders for special ware in Chicago, for high-class apart 
ments and hotels, and deliveries of such items are de 
layed T@s manufacturer can give prompt service on 
staples, while others’ shipments are running two weeks 
and more behind Prices are firm and unchanged 


Pottery 


Referring to the heavy commitments made by jobbers 


during the low-priced period of several months ago, sev- 


eral sources of information state that many wholesalers 
have their orders in for fall pottery requirements Re 
leases against such orders and current fill-in specifica 
tions total a big volume now moving from potteries In 
many cases, jobbers have to press for deliveries, some 
makers being behind in their shipments, but as a whole, 


are taking care of their customers in satisfactory manner 


Makers’ prices are unchanged 

Range Boilers 
against 
had 


The slide of orders and releases specifications 


started by the recent advance in prices sufficient im- 


petus to bring the total movement of range boilers up to 
In the last couple of days, how 
that 


good figures this week 


ever, some manufacturers report they note a dis 


position among jobbers to taper off their calls, indicating 


that 
covering 


taken sufficient advantage of the 
the 


has been of 


many have, by now, 


before sheet ap 


sufficient 


prices allowed them new 


Some estimate that ordering 


take 
Manufacturers’ 


plied 


proportions to care of jobbers’ needs for 60 days 


ahead stocks are large enough to take 


care of business promptly Prices are unchanged, 


Plumbers’ Brass Goods 


Cast brass goods are in good demand. Shipments from 


factories are heavy, both against old orders and on new 


commitments marked for quick delivery. In general, job 


bers have no difficulty in obtaining this commodity, 


though one manufacturer, at least, reports deliveries §& 


to 10 weeks behind 
are adequately supplied with tubular goods, a fact which 


Several large jobbers state that they 


account for from several manufacturers’ 
that better 


Sales of all brass goods to master plumbers are in 


may reports 


representatives business is not much than 
fair. 
good volume Prices are unchanged 


Boilers and Radiators 
An advance of 5 per cent on the complete line of radia- 
tion and boilers, with the exception of a few items, was 
effective at the 
understood 


manufacturer, 
This, it is 


announced by one large 
close of business September 19 
from several jobbers, has been followed by other boiler 
This advance comes in the midst of a heavy 
all manufacturers interviewed re- 


orders as 


companies. 
business in these lines, 


active times. Some report new 


porting 


very 
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business 
Radia 
tion business is unusually active, according to some, Chi 


old; others state that bulk of their 


is on specifications placed for protection earlier 


plentiful as 


cago’s large building operations requiring an unusual 
quantity of this material in comparison to former vears 
when residential work was in greater proportion. Sup- 


plies of boilers and radiators in the Chicago territory are 
ample for the demand 


NEW YORK 
up in the activity that has 


the Greater New 
jobbers tell of any- 


There 
characterized 
York district 


thing but a satisfactory 


appears to be no let 
Fall 
manufacturers or 


the early season in 
Few 
volume of sales, while, as a rule, 
contractors are busy. 

The 
in August is 


awarded for buildings 
and heating stage 


final three 


contracts 
the 
outlook for 


large amount of 
reaching 
the 


favorable one. 


plumbing 


and, in general, the months 


of the vear is a 


Soil Pipe 


The recent increase of two points by one large dis- 
tributor has been followed by practically all foundries 
who formerly had the low sheet. It is, also, reported 
that those concerns with higher sheets will meet the 


figures set by the other foundries. Current demand could 


he called normal 
Steel Pipe 
Jobbers are moving a considerable quantity of steel 
this gradual depletion of their stocks is giv 


ing the mills a steady run of small, early delivery orders 


pipe, and 


Except in unusual cases, most deliveries can be made in 


from two to three weeks. Prices are unchanged. 


Wrought Iron Pipe 
Mills are holding their prices at the level which has been 
in effect for over two years. Most jobbers have fair stocks 
of wrought iron pipe, and a slack demand they have ex 
perienced recently has been reflected in their buying from 


the makers Deliveries can be made promptly. 
Pottery 
Current orders from the wholesalers declined a little 


during the past seven days, but most potteries are booked 


for several weeks ahead on orders from this territory. 


Deliveries on staples can be made in two to three weeks, 


the special ware taking up to two months or more for 


shipment No price changes have been reported. 

, Enameled Ware 

Practically all the business being placed by contractors 
for early few whole- 


and delivery, although a 


future 


jobbers is 


salers are now making commitments for needs 
Manufacturers are delivering small orders for staples in 
from two to three weeks time, the special ware taking a 
Prices are firm and unchanged. 

Plumbérs’ 
More brass goods, both cast and tubular, has been sold 
$5 days than at any similar period this 
Cast prices, which were in 
the first of 


September, are occasionally being shaded to get business 


little longer 


Brass Goods 


during the past 
year, several makers report. 
creased’ slightly by several manufacturers 
according to reports 
Range Boilers 

Most jobbers appear to have adequate stocks of boilers 
business has rather slight. Price 
Deliveries can be made promptly 


and current been con 
ditions are unchanged. 
by practically all jobbers. 

Boilers and Radiators 
both 


includes not onl 


and wholesaler and 


demand 


holding 
busy 


Demand is up well, 
manufacturer The 
specifications against old contracts, but considerable new 


are 
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DOMESTIC 
business. Deliveries can be made promptly by manufac- 
turers. A 5 per cent price advance by one large manufac- 
turer was announced effective 19. This 
applies to boilers and radiators, with the exception of a 
few items 


PHILADELPHIA 


The total volume 
bers during the first 
ceed the 


as September 


manufacturers and job 
of 1925 


firms 


sales for 


of 


nine months will easily 
the 


With the first three quarters prac- 


eXx- 


business done by these during same 


period of a year ago 
tically out of the way, everyone in these two branches of 
week 


the industry interviewed during the past reported 


that his business had improved Profits, in the majority 
of cases, do not compare so favorably as sales with a year 
ago, due to disorganized price conditions. Master plumb- 
ers and heating contractors of course, have a similar story 


to tell about the volume of work they have done, as they 


have been the purchasers of the goods made ané sold 
by manufacturers and wholesalers 
Soil Pipe 
There still appears a variance in quotations, some foun- 


dries not yet following the lead of 
organization which advanced 
ber 15. 
Most jobbers have enough soil pipe to fill immediate needs, 


the large distributing 


prices 2 points on Septem- 


Immediate demand at the new base is not large. 


but such buying as is being done is practically all for 
early delivery. 
Steel Pipe 
Due to the fact that most mills can make shipments 
within two weeks, jobbers generally are waiting until 


stocks become low before placing orders. No price changes 
have been reported, mill 
cutting being noted among the wholesalers 


figures remaining firm, with 


Wrought Iron Pipe 

A dearth of big building projects has caused a slow de 
mand for this commodity. Contractors are buying very 
little from the jobbers, who in turn are making few calls 
on the mills. 
ports the receipt of several good sized stock orders 


prices continue firm. 


One manufacturing concern, however, re- 


Mill 


Enameled Ware 
With deliveries from two to three weeks on staples, and 
manufac- 


up to as high as three months on specialties, 


turers are enjoying a very good demand. Jobbers are 
also turning over their stocks at a good speed. While 
wholesalers’ stocks are not large, there are few report- 
ing a serious shortage of this commodity Prices are 
unchanged. 
Pottery 
The representative of one pottery states that he has 


fewer unfilled orders on his books than he did at this time 
However, the wholesalers’ policy of frequent 
small orders is keeping most of the potteries busy. De- 
liveries of staples can be made in from two to three weeks, 
specials running up to 7 or 8 weeks. No price changes re- 
ported. 


last year. 


Range Boilers 
Last week’s report of lassitude among buyers will cover 
the Price are 
changed. 


seven days as well. conditions un- 


Deliveries can be made promptly. 


past 
Plumbers’ Brass Goods 

Cast brass is apparently enjoying a better demand, both 

from master plumber and wholesaler, than tubular prod- 

ucts. Some instances of shading of prices by makers 

is noted, despite the revisions made by cast brass manu- 

first of the month. 


facturers the Deliveries can be made 


promptly. 
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Tested Under Real Pressure 








There is nothing left to chance or guess work in the manufacture of 
Hammond Valves. Every one is immersed in water after assembly, 
and tested under sixty pounds air pressure. That's why every Ham 


mond Valve you get can be absolutely depended upon to be a perfect 
article 


Hammond Radiator Valves 
and Elbows cost very little 
if any more than others 
so it will pay you to ask 
for and look for the Circle 
H trade mark on the valves 
you use 


Ask your jobber 











HAMMOND BRASS WORKS, Hammond, Ind. 








12ADe 








“art 


A quick-opening and absolutcly leak 
proof Packless Valve which is as posi 
tive in action as it is handsome in 
appearance. It is one of three simple 
fittings which make the O-E Three-in- 
One Perfect Heating System a real 
investment. Write for details. 






Patented j 


“O-E" Improved 


Perfect Packless 

Graduated Supply - 

Valve (Absolutely QO. E. Specialty Mfg. Co. 
packless). = 

Opening. Never 10 Keefe Avenue 


sticks. Milwaukee - - Wisconsin 














Makes an automatic storage gas water heater of any 


heater and range boiler. 


Absolutely positive. 

Endorsed by leading engineers. 

Used exclusively on Sands Storage Systems. 
Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 
BOILER SE-MENT-OL 


Repairs - Cleans 


Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 








LIST PRICE 
1Quart §$ 4.00 each 
4 lon 7.50 each 

Gallon 14.00 each 


Ask your jobber for the discount 


The Northwestern Chemical Co. 


MARIETTA, OHIO 
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Boilers and Radiators off and, taken as a whole, there seems to be every reason 
The average jobber has only enough boilers and radia for confidence. 
tion on hand to supply current needs, and is in the mar- Soil Pipe 
ket often for early shipments Prices of one large man- Jobbers are receiving good and steady shipments from 


foundries that are not permitted to remain in their stocks 
long because of active demand from master plumbers 
Many carload lots from jobbers for direct shipment to 
YY y ‘ YTgX' Y their customers are being booked by foundries as well as 
N KW EN GLAN D releases to jobbers’ stocks. 
Steel Pipe 

No price change. Demand on the jobber continues brisk. 
Stocks are constantly changing hands, as mill shipments 
are apparently no sooner in warehouses of jobbers than 
new releases are sent to mills, tndicating active demand. 


ufacturer advanced 5 per cent on the entire line of boilers 
and radiation, with the exception of a few boiler items 


The volume of material being consumed in the plumb- 
ing and heating industry continues to hold up well. Job- 
bers are having a heavy and steady demand for practically 
all the commodities, and manufacturers, as a result, are 
releasing shipments of material continually. The fact that ‘ ; 
business is actually good and demand is heavy has re- Shipments are coming through promptly, as a rule. 

Wrought Iron Pipe 

Demand is not heavy and all orders placed with job- 
bers are being taken care of promptly out of stock. Re- 
placement orders are being entered with mills as required 
but, comparatively speaking, there is little activity in this 
commodity. Prices are firm. 

Enameled Ware 

Prices have not changed. Jobbers are having a heavy 
demand for this commodity and, although shipments are 
coming through with regularity from manufacturers, there 
is apparently no heavy surplus in the hands of any one. 
Reports from manufacturers indicate no falling off in 
demand and, although working to capacity, they are still 
behind on deliveries. The business on the books at present 
is said to be heavier than for some months with additional 


sulted in a smaller number of complaints of price cutting 
by both manufacturers and jobbers. There are still spots 
where some items appear to be too heavy for jobbers’ 
stocks, and on these items there is still shading being done 
as an inducement to additional business in other items 
General business, however, is so brisk and demand so 
active that little attention is being paid to such price 
cutting, as all have enough to do without worrying much 
of what the other fellow is doing. 

Some of the brass manufacturers have sent out price 
withdrawals indicating higher prices. Lead in pig form 
took an advance of le recently and a firm and advancing 
market is indicated Buying for future needs is being 
done now to a much greater extent than for some time, 
not alone by jobbers but by the trade. 

Surplus copper stocks are low, basic prices of metals NeW orders constantly coming in. 
are strong, demand for all building materials is brisk, Plumbers’ Brass Goods 
money is easy, labor is fully employed, demand for resi- Some price withdrawals are said to have been received 
dential as well as business construction shows no falling by jobbers. The demand by the trade holds up well and 
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@T D 


PIPE TOOLS 


GTD has taken its place in the front ranks of pipe 
tool manufacturers not because it makes one tool 
well, but because it makes a complete line well. 


The QGaant and GYD pipe wrenches, ‘Trio’ pipe die 
stocks, @¥D pipe cutters and vises are all made with the same 
care and attention to quality. 

If you have overlooked the G7’D line of pipe tools, a card or letter 
will bring our catalog and circulars. Write TODAY. 


GREENFIELD ip AND DIE 
CORPORATION 


GREENFIELD, MASSACHUSETTS 
Canadian Plant: Greenfield Tap & Die Corporation of Canada, Ltd., Galt, Ont. 
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runs into good volume. Jobbers are holding stocks at good 
working levels by frequent replacement orders and the 
demands of the trade are taken care of promptly, as a 
rule. The sale of tubular goods is light compared with 
that of cast. 
Pottery 

Manufacturers report a good demand from jobbers who 
are experiencing a steadily increasing demand from the 
plumber. Prices are fairly firm and the better grade of 
closet bowls and tanks seem to be coming into demand 
once more. Jobbers’ stocks are being kept at a level that 
insures prompt delivery to customers upon demand. 

Range Boilers 

Prices are steady and unchanged. Manufacturers re- 
port a good demand by jobbers for small lots but no heavy 
buying at this time. Manufacturers’ warehouses, as well 
as those of jobbers, are pretty well supplied with mate- 
rial with which to meet all demand. 

Boilers and Radiators 

The demand shows no falling off. Business is very good 
with both manufacturer and jobber, the demand running 
up recently to an unusually heavy volume. Manufacturers 
are shipping steadily and are meeting all demands with 
satisfactory promptness, keeping jobbers well supplied, 
who are, therefore, in a position to care for their trade 
in the same manner. Releases against old orders ac- 
count for a large part of present activity but new orders 
are also heavy, according to manufacturers’ stories. Prices 
of boilers and radiation, with the exception of a few 
items, advanced 5 per cent, effective September 19, ac- 
cording to an announcement by one large manufacturer. 


PACIFIC COAST 


The past week showed very little change in Coast busi- 
ness, which as a‘whole, has a very favorable outlook. 
The Coast supply market is more stable than for many 
months past and gives every indication of remaining so. 

Jobbers, as a rule, are purchasing heavier than hereto- 
fore this year and bringing their stocks up to higher 
levels. 

Soil Pipe 

The steady demand for soil pipe continues and, if any- 
thing, seems to be increasing. Jobbers’ stocks are in fair 
shape and considerable tonnage has been contracted for. 
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Jobbers’ prices are firm and up to the present, they have | 


not reflected the recent foundry advance in their prices to 
the trade. 
Steel Pipe 

Steel pipe shows very little change. The demand as a 
whole is good and gives every indication of remaining so. 
Distributors’ stocks are in good shape and are being kept 
so in view of anticipated requirements. Jobbers’ prices 
to trade remain unchanged and are holding firm. 

Enameled Ware 

Enameled ware sales continue to improve. Coast fac- 
tories are busy and jobbers are purchasing more freely 
for stock requirements. Jobbers’ prices are firm. 

Pottery 

Very little change is noted in the pottery situation. 
Sales continue in fair volume although there still seems 
to be a surplus of staple ware on hand. No difficulty is 
experienced in obtaining prompt shipments on staple pat- 
terns from either Coast or eastern potteries. Jobbers’ 
prices remain unchanged. 

Plumbers’ Brass Goods 

There is a good movement of both cast and tubular 
brass goods at present. Most distributors are carrying 
good stocks and show no hesitancy in purchasing at pres- 























| “THEY KEEP A-RUNNING” 








\4 h.p. Century Repulsion - Start 
Induction Single- Phase Motor 














Specially Adapted 
to Oil Burner 
Service 


Manufacturers of oil burners, household refrigerating 
systems, organ blowers, house pumps and _ similar 
| apparatus agree on these superiorities of Century 
| Repulsion-start Induction single-phase Motors. 


| Quiet Operation. Brushes in contact 
| with the commutator only during the 
| starting period. No chattering, squeaks 
or friction noises. In many classes of 
| service brushes “‘ride’’ the commutator 

only 1/900th of the time the motor is 
| running. 


2 Develop Starting Torque necessary to 
overcome the friction of stuffing boxes, 
where used. 


3 Voltage Fluctuation held down to the 
minimum. 


4 No Special Starting Fuses required. 

Their low starting current makes it pos- 
sible to use any standard fuse which will 
protect the motor while running. 


5 Practically Self Maintaining for long 

periods of time. The new Century Wool 
Yarn System of Lubrication insures at 
least one year’s continuous service. 


Built in all standard sizes from 1-8 to 40 horse power tem- 
perature rise not more than 40 degrees Centigrade 


Send for Form No. 570, describing these motors more in detail 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 
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gto 40 H.P. 4 to 40 H.P. 
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TCC CeCe eee eee eee eee eee eee eee eeeeee sees] | ent prices. Jobbers’ prices vary in the different jobbing 
= S centers 
r - Range Boilers 
o e a timore ine i There is a normal, steady demand for range boilers 
= ’ =} Most distributors are carrying a fair amount of stock and 
4 Catalog and Price List on Request =| have, as a rule, anticipated their requirements for the 
A ° balance of the vear Jobbers’ prices, while varying in 
- FS the different jobbing centers, appear to be holding firm. 
- A QUALITY : The | ] 
4 - ? 2 “pp 
: : he Metal Market 
- BASIN COCK FE Sept Average Average Average 
. - 22 Aug., 1925 June,1925 1924 
3 *| | PIG IRON 
= —— 5 a No. 2 Foundry, Chicago 
4 At a Fair Price - furnact $21.50 $20.50 $20.25 $22.15 
ae - PLATES AND SHEETS 
i > Steel boiler plates, Pitts 
- FS burgh, per Ib 1.80c 1.85¢ 1.95¢ 2.14¢ 
i No. 19 - Blue annealed sheets, 
° Z Pittsburgh, per Ib 2.25¢ 2.30¢ 2.30¢ 2.7 5« 
4 - Black sheets, Pitts- 
= - burgh, per Ib 3.10¢ 3.15¢ 3.1h¢ 3.606 
- 4 4 = Galvi ed sheets, Pitts- 
- with China Index or ‘ ee ae abies basinal hie 
- Solid China Handles =| | TEN 
= 7 | Straits tin 58.506 
- e} | COPPER 
5 In Material, Workmanship and = Prime Lake, f. 0. b. re- 
= Appearance — GOOD VALUE =| | nery --+. 14%pe 
4 - Electro, delivered 14.50¢ 
- T | =| | LEAD 
5 BALTIMORE VALVE ; || Chicago 9.55¢ 
- CORPORATION a The Old Metal Market 
- BALTIMORE MARYLAND F Dealers’ Buying Prices 
- S Per Ib Per Ib 
= *| | Aluminum clippings...16 ¢ Copper, light .. >> @ 
-euuueeeepeeeceeeeeeepeeseeeepepeepPpeseepeepeeeerees, Block tin 88 e Copper, uncrueibled 
| Brass light blee |. See ae aes ..--10%ec 
brass, heavy mixed 7%c Faucets amd valves.... 7T4c 
Brass, red 8%4c Lead, heavy me eo 
|} Copper, crucible ll e¢ Solder joints . * 814¢c 
NOTE Prices are those quoted on Tuesday of this week 


Obituary 


A. W. Hills 

A. W. Hills, of the Hills-Stevens Co., 2709 Grand Cen- 
y io tray Terminal, New York City, died at the Fifth Avenue 
04, . alu hospital in New York, on September 19, from pernicious 
U f PCr anemia, after a battle against illness lasting over a year. 
= Mr. Hills was only 35 years of age, being one of the best 
When you need steam badly 105 = | known of the younger men in the trade in the East, he 
had a host of friends among manufacturers and jobbers 
from Boston to Pittsburgh. After funeral services in New 
York September 20, the body was taken to Lorain, O., his 

former home, for burial. 
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Expansion Gustav Miller 
Joints Gustav Miller, who for the entire period of his connec 
tion with the plumbing supply industry had been asso 
do not ciated with Rollin C. Wilson, as direct factory repre 
need to be sentative, died September 18, at his home in Hollis, Long 
Island, from cerebral hemorrhage. He was only in his 
repacked . : 
31st year and had a large circle of friends in the trade. 
Joseph L. Thomas 





Joseph L. Thomas. plumbing contractor at Green Bay 
Wis., and chairman of the road and bridge committee otf 
the Brown county board of supervisors, died at his hom: 
E. B. BADGER & SONS Co. ——_ in that city on Tuesday, September 15, after a long il! 
75 PITTS ST BOSTON, MASS ness, in his 59th year. Mr. Thomas was a prominent fig 
ure in political circles. 


























Now Business ‘Ventures 


. G. Prahm has opened a plumbing and hezting estab 
‘adamiene in Sumner, Wash. 
EK. Cross, 444 South 6th street, East, Salt Lake City, 


Utah, has taken out a master plumber'’s license 
E. Harkley and E. T. Carr have 

ing establishment at 224 E street, 
Charles T. Bragg has engaged in the 
ing business at 6268 Mission 


opened a new plumb 
Marysville, Calif 
San Francisco, 
Aberdeen, W has 
a capital of $50,000, by R. W 


street, 
The Coast Heating Co., 
corporated with 
W. H. Harkins. 

The 
incorporated with a capital of 


ash., been in 


Revell and 
Pacific 


Heating Co., of Aberdeen, W 


$59,000, by R. W. 


been 
Revell, 


ash., has 


R. V. Sliger and G. W. Helmick. 

Frank Toomoth has opened a plumbing and heating 
establishment at 329 Crockett street, Shreveport, La. He 
will do business under the name of Toomoth Plumbing 


& Heating Co. 

Michael Greenbaum has 
ment in Newark, N. J. He 
the and during the 
of marine plumbing for the 
the war, he has 
Bro., of Newark, Phoenix Brass Foundry, of 
J., and White Mfg. Co., of Newark 


opened a plumbing establish 


was in the plumbing business 


before war, war Was superintendent 


Boat Co 
representative for 


Submarine Since 


acted as Hedges & 


Irvington, N. 


N. Rudnick has opened a plumbing 
New Haven, 


establishment at 456 


Congress street, Conn, 





tpper picture: F. 


Perlstein; F. 
Maddock’s Sons Co.; Otto Weiss, Monument Pottery Co.; Fred 


Hallan; H. Whalen, Thos. 
41. Goeke and J. The winning master 
plumbers’ ball team.—From photographs taken at the recent 


outing of the Trenton (N. J.) 


Pinto.—Lower picture: 


Master Plumbers’ Association 
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plumbing and heat- 
Calif. 


G ° 4 
Business ( hanges 


Milton Kistler 
Supply Co. at Ale 


Arthur Ny 


has purchased the branch of the Michael 


xander City, Ala 


e has sold his plumbing and heating business 


1 Toledo, Ore., to C. L. Hayes and Thomas Skelton 

George Kruse has sold his plumbing and heating busi 
ness in Nelson, Nebr., to Ernest Wells, of Bruning, Neb 

Geo. M. Couch & Son have moved their plumbing busi 
ness into their own building at 15 Bushnell street, Hart 
ford, Conn 

The Spencer Plumbing and Heating Company, 276 South 
West Temple, Salt Lake City, Utah, has been purchased 
by the George E. Bywater Company, 406 MelIntyre build 
ing. 

Medard M, Keogh has purchased the plumbing and heat 
ing business formerly operated by Melvin P. Weaver, 17 
North St. Clair street, Toledo, Ohio. Mr. Keogh has been 
connected with Mr. Weaver for the last six years 

E. H. Smythe, formerly at 421 South Murat street, New 
Orleans, La., has just moved his plumbing business to 736 
North Rampart street in that city At the new location 
Mr. Smythe has a large display room and office with a 


shop in the rear. 


J. W. Gascoigne has purchased the plumbing and heat 
ing business of F. R. Knosp, in Republican City, Nebr 

Shahan & Son have moved their plumbing and heating 
business from 4037 Geary to 542 Thirty-third avenue 
San Francisco, Calif 

J. M. Nihen, plumbing and heating contractor, formerly 


294 
avenue 


is now established at 1208 


Mass 


located at Roxbury street, 


Columbus Roxbury, Boston, 


Landes Heating Company announce the removal of their 


office and shop to their new building, 1241 Jermone 
avenue, Bronx, New York City 

South Side Plumbing Co. has moved its business from 
160 East Georgia avenue to 446 East Fair street, Atlanta 
Ga. 

Farrell Heating & Plumbing Co. will soon move into it 
new building at the corner of East Harris and Ivy streets 
Atlanta, Ga. 

Wade Plumbing Co. has moved from 13% South Broad 


street to 40 East Hunter street, Atlanta, Ga 


LOUISVILLE MASTER PLUMBERS APPOINT CONVEN- 


TION COMMITTEER 
At the regular monthly meeting of the Louisville, Ky 
Master Plumbers’ Association held recently in that city, 
a convention executive committee was appointed The 
members of the committee are: Jacob Isaacs, chairman: 
John Fleck and Geo. Schardein. Other committees will be 


appointed later 
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The first half of the official photograph of the annual outing of the Kansas City (Mo.) Association of Plumbing and Heat- 
ing Contractors, held recently in Fairyland Park. 
in Utah, it is likely that out of town members of the 


ACTIVITIES OF SEATTLE 
ENGINEERS’ 


HEATING & SANITARY 
ASSOCIATION 

f the & Sanitary 
recently 


The formation ¢ Hleating Engineers’ 


Association of Seattle, noted in these columns, 


is practically completed with a majority of men of the 
trade in Seattle on the roster of the organization Susi 
ness meetings are being held every Wednesday evening 
in the association’s quarters in the Arcade building, the 
sessions being attended by approximately 90 per cent of 


the membership A get-together luncheon is also featured 


weekly, this affair being held, at the present time, at the 
Hollywood Tavern 

The officers of the Heating & Sanitary Engineers’ Asso 
The 


Twist, of 


James Canny Cor 
Ashwell & 


Rk. O'Connell, of the Globe 


ciation are James Canny, of 


poration, president; C. F Twist, 


vice-president, and Heating 


Co ecretary-treasurer 


PLUMBING COURSES IN WISCONSIN TO BE 
CONTINUED 
The plumbing course which was started last spring at 


Fond du under the 


Wis., 
instructor will be 


the Vocational school at Lac, 


supervision of an itinerant continued 
again this fall, according to a notice issued by the school 
last week and October 1 
Frederick Maeder of 


and a plumber « 


will be resumed about 


classes 


Pennsylvania, a college graduate 
is the itinerant 
Fond du 


Under the co 


f many years’ experience, 


teacher and he will conduct a class each week at 
Lac, Green Bay, Oshkosh, and Sheboygan 
operative system of these towns the itinerant teacher may 
One-half of his 
one-fourth out 
fourth 


amount 
fund, 


pays the 


reasonable 
federal 
city 


be secured for a 


‘ 


salary is paid out of the 


of the state funds, and the other 


WILSON TO ADDRESS SALT LAKE CITY SANI- 
TARY ENGINEERS 


Wilson, director of 


G. H. 


the accounting service of the 
Salt 
Engineers Association on Octo- 
stop made by Mr. Wilson 


G. H 
National 
City 


Trade Extension, will address the Lake 


Sanitary and Heating 


As this will be the only 


ber 8 


Heating Contractors, 





The second half of the official photograph of the annual outing 
held recently 


trade will be invited to attend. The speaker will talk 


on accounting and allied subjects. 
eliminated 
start again 


luncheons, which were 


scheduled to 


The regular weekly 
summer but 


were postponed for another thirty days. 


during the were 
on September 1, 
Current problems were discussed at the last meeting, at- 
tended by representatives of twenty-six firms. The next 
regular meeting will be held October 1. 

ROCHESTER, MINN., CONSIDERS NEW 
ORDINANCE 

is now considering the adoption of a 
W. Weeks, president of the 
committee to give 


PLUMBING 


Rochester, Minn., 
new plumbing ordinance. W. 
will appoint a 


the proposed ordinance careful consideration 


Rochester city council, 


DATES OF THE NATIONAL TRADE 


TENSION BUREAU 


LECTURE KX- 


The National Trade Extension Bureau of Evansville, 
Ind., has just issued the following itineraries for its 
lecturers: 

W. G. Archer: October 5-14, State of New Jersey; Octo- 
ber 15, New York City; October 16-31, State of New 
Jersey. 

B. Jos. O'Donnell: October 1-10, Youngstown, Ohio; 
October 12-14, Springfield, Ohio; October 15-24, Cincin- 


26-31, Evansville, Ind. 

Victor L. Peavy: October 1-3, Pensacola, Fla.; October 
1-10, Evansville, Ind.; October 12-14, Altoona, Pa.; Octo- 
ber 15-17, Uniontown, Pa.; October 18-21, Reading, Pa.; 
October 22-24, Scranton, Pa.; October 26-27, Harrisburg, 
Pa.; October 28-31, Collingsdale, Pa. 

J. E. Withers: October 1-3, E. St. Louis, Ill.; October 
5-10, Alton, Ill.; October 12-17, Springfield, Ill.; October 
19-24, Decatur, Ill.; October 26-31, Evansville, Ind. 

George H. Wilson: October 2, Kansas City, Mo.; October 
5, Denver, Colo.; October 8, Salt Lake City, Utah; October 
12, Spokane, Wash.; October 14, Seattle, Wash.; October 
16, Tacoma, Wash.; October 19-31, State of Oregon. 


nati, Ohio; October 





of the Kansas City (Mo.) of Plumbing and 


in Fairyland Park 


Association 
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This & That, Here &?T here 


Alex Auchinachie, 
financial and recording secretary of the New 


Thomas J. Cronin, 
York State 
Association of Master Plumbers, both of Binghamton, at 
tended the fall the Buffalo and 
plumbing, heating and supply trades on Sept. 16. 


president, and 


annual frolic of vicinity 


The plumbing in the three-story addition to the Home 


for the Aged, which is being erected at Wauwatosa, Wis., 


has been let to M. Millradt. There will be fifty rooms 
in the new structure, which will be 30 by 80 ft., with 
reinforced construction and brick and tile walls 


The Ansche Lebowitz congregation which is building a 
temple at 1015 Vine street, Milwaukee, has awarded the 
steam heating contract to H. W. Ott of North Milwaukee 

The J. E. of Milwaukee, 
been given the contract installation 


Hardware Co., has 
for the heating 
and ventilating system in Ludington school, district No. 1, 
in the town The to 


$5,487. 


Robertson 
of a 
of Wauwatosa. contract amounts 

The Central Plumbing and Heating Co., of Wausau, Wis., 
was low with a bid of $14,877, on plumbing in the new 
Central school to be built by the city of Wausau. On the 
heating the National Heating Ventilating Co., 
also of Wausau, bidder with a of 
$29,958. 


work, and 


was the lowest figure 
to be 


Mil 
Henoch Co., 


bank 


97 N9 
“i102 


Plumbing in the 
erected by the Vliet 
waukee, will be 
of Milwaukee. 

The Paul BE. Mueller Co., of Milwaukee, has been award 
ed the contract for heating, and the Hahn Plumbing Co., 
Milwaukee, awarded the plumbing contract 
on the addition to the factory of the W. H The 
$115 Auer avenue and it 
will be 50 by 20 ft. and 73 by 40 ft. 

S. V. Hanley, Milwaukee, Wis., lowest 
on the plumbing, sewerage! and gas fitting work 
done on the new addition to the east wing of the South 
View hospital, Milwaukee. His bid was $15,319. 


new 
Street 
installed 


$150,000 
Bank, 
the 


building 
Vliet 
Wenzel & 


street, 


by 


of has been 
Devos Co 
building will be erected at 


new 
was the bidder 


to be 


Haydn Long, president of the Salt Lake City, Utah, 
Sanitary and Sfleating Engineers’ Association, has an- 
nounced the appointment of the following committees: 


Auditing, Ambrose H. Higham and Frank Fox; sick com- 
mittee, John D. McAllister; entertainment, W. A. Badd- 
ley and W. A. Bywater. It is expected that the associa- 
tion will hold an outing or party in the near future. 

The plumbing and heating contracts for the Utah Rub- 
ber Products Company building, Salt Lake City, have been 
awarded to the K & K Engineering Company of that city. 


The plumbing and heating contracts for the Helper, 
Utah, city hall have been awarded to H. Hall of that 
city. 

A. H. Higham, Salt Lake City, Utah, contractor and 
president of the Utah State Association of Sanitary and 
Heating Engineers, has returned from a business trip to 
Idaho. 

A. EF. Doyle has preliminary plans completed for the 
new $1,000,000 Hippodrome theater to be erected in 


Portland, Ore., and it is stated that completed plans will 
be finished by October 1 Bids will called shortly 
after the final approval by the owners. 


be 


Knighton & Howell, U. S. Bank building, Portland, 
Ore., are preparing plans for a children’s cottage to be 
built for the Pythian Home, Vancouver, Wash. All 


funds are ready, according to officers of the grand lodge, 


and the building will be started in a few months. 
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COMMONWEALTH 3 


RADIATOR VALVES 






















MADE 
from 
BRASS ROD 
and 


CASTING 


Six Points of 
Superiority 


SHELL 
AND STEM 
CAST 
IN ONE 


OMMONWEALTH 
Lavigne Water Radiator 
Valves are made entirely from 
brass rod and castings no 
springs, screws or sheet metal 
stampings are used in their 
operating parts. The shell and 
stem are cast in one piece and 
the up-and-down motion of the 
shell prevents sticking. They 
open and close with a half turn 
of the convenient‘‘Knobby-Grip”’ 
handle. The forged brass tail 
nut insures freedom from instal- 
lation troubles caused by cracked 
or broken tail nuts. 


NO 
SPRINGS 









Commonwealth Lavigne Radi 
ator Valves measure up to the 
most exacting requirements. 
They are efficient and depend- 
able, equal to the hardest serv- 
ice and, in the end, the most 
economical for every heating 
requirement. 





Your 
Jobber 
Can 
Supply 
You 


OMMONWEALTH 
BRASS 
ORPORATION 


Detroit, Michigan 
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Universal 
Bath Hose 


Connection 


Here’s a good over-the- 
counter all season seller 










































The tapered thread fits any bath 
cock. Made of die-cast white metal, 
nickel plated. 


LAVELLE RUBBER CO. 


320 W. Illinois St. CHICAGO 











MONARCH 
- Naolite Water Softeners 


— 


for City Homes with hard water supply, 
provide a superior way of obtaining 
soft water. 


Soften hard water instantly without 
the use of chemicals. 


Made in five sizes. 


PRICED AS LOW AS $100 
Send for Bulletin and prices. 


ee ee oe 


The Monarch Engineering Co., Dayton, 0. 
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Buoyancy The “QUALITY” Line of 
Solderless FLOATS. Tested 
and guaranteed. Regular 
weight and best grade copper. 
Solid brass reinforced spud 


THE IRELAND & MATTHEWS 
MFG. CO 
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1500 Beard Ave. G Detroit, Mich. 


Representatives: 
kh. C. Wilson, 5 FE. 42nd St., New York 
R. C. Wilson, 261 Franklin St., Boston 
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Wm. P. Horn Co., Rialto Bldg., San 





ali 
Wm. P. Horn Co., Wilcox Bidg., Los 
e (Patented) Angeles, Calif 


Strength and Service P.C Abbott & Co., Richmond, Va 
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That orange colored label with the name 
“CAPITOL” standing out in black and white 
letters—look for it on your jobber’s shelves, de- 
mand it and you will be assured of quality brass 
goods at a price that allows you to make the margin 
of profit you are justly entitled to. 


Catalog of complete Capitol line 
sent on request—write for yours 


CAPITOL BRASS WORKS | 
2300 Franklin Street 


=SSS=DETROIT, MICH: 
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Eugene, Ore., will have a new $50,000 church to be 
known as Light House Temple. It will be constructed 
at 1205 Olive street, work to begin in the near future, ac- 
cording to Ward W. Johnson. 

J. F. Shea Plumbing & Heating Company, 6 North 
Second street, Portland, Ore., has received the contract 
for installing heating, plumbing and ventilating systems 
in the $1,000,000 office building to be known as the 
Pacific, now being erected at Sixth and Yamhill streets 
in that city. 

Plans are now definitely under way for the new $1,- 
500,000 Veterans’ Hospital to be erected on Marquam 
Hill, Portland, Ore., and it is expected that actual work 
will begin about the first of the year. Tentative plans, 
which will be submitted to General Hines at Washing- 
ton for approval, include a total of ten buildings. 


Kendall Heating Company, Portland, Ore., has the heat- 
ing and pumbing contract on the new addition to the 
Jantzen Knitting Mills upon which work will start im- 
mediately. 

Ten master and twenty-three journeymen candidates 
were successful in the state examinations for the licensing 
of plumbers held recently at Milwaukee, according to an 
announcement of the Wisconsin state board of health last 
week. The following were granted master plumbers’ 
licenses: James W. O’Connel, Madison; Martin Koehler, 
Beaver Dam; James W. Moore, Ironwood, Mich.; B. W. 
Schmidt, Faribault, Minn.; Ray Murtaugh, Menasha; W. 


| ©. Seergel, George H. Seergel, and Leo Arciszewski of 
| Milwaukee 


The Inter-Mountain Plumbing Company, 2510 Highland 
drive, Salt Lake City, Utah, has been awarded the plumb- 
ing contract on an apartment house now being built for 
S. E. Mulcock. 

Gresley & Co., plumbing contractors of Port Huron, 
Mich., recently celebrated the formal opening of their 
new store on Military and Court streets in that city. The 
company’s new quarters have been remodeled and pan- 
eled in Circassian walnut. Plumbing fixtures are dis- 
played in booths, and during the opening an oil burner 
in operation was displayed. The white enameled ceil- 
ing affords a pleasant contrast to the walnut of the 
walls and booths. 


Bids have been received for the city hall to be.erected 


| at St. Joseph, Mo. Combined bids were received as well 


as separate bids for the plumbing and heating. The bids 
are as follows: Industrial Heating & Plumbing Com- 
pany, St. Joseph, $25,946; heating, $16,710; plumbing, 
$9,876: M. J. Donegan, St. Joseph, $25,971; heating, $16,- 
846; plumbing, $9,125; Rock Plumbing Company, 
$25,985; Turner & Cook, $26,663; Western Plumbing 
Co., heating, $18,576; plumbing, $9,597; C. L. Kenedy, 
$27,337; Enright Plumbing & Heating Company, $29,734; 
heating, $18,300; plumbing, $11,757. 

The Nelson Plumbing Company, 4143 University way, 
Seattle, Wash., has been awarded the contract for in- 
stalling the plumbing in a two-story business building 
for W. H. Pyatt at 1114 Sixth avenue in that city. 


Rautman Plumbing & Heating Company, 109 Jackson 
street, Seattle, Wash., recently received the plumbing 
contract on the alteration of the Columbia building on 
Second avenue, between Pike and Pine streets, Seattle 

McHugh & Andrews, Hoquiam, Wash., recently were 
awarded the contract for both plumbing and heating in 
the State Bank of Hoquiam. 


The West Coast Heating Co., Seattle, Wash., recently 
secured the heating contract on a nine store building 
being built on the corner of Sixth avenue and King street 
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the plumbing contracts 
and King 
University 


Seattle, has been awarded 
building at Sixth avenue for Keene & 
Smith, a garage at 4010 for Walter & 
Brady, and an addition to the Metropolitan Laundry Co 
the 
Company's 


on a 
street 
way 
Portland, Ore., have 
new Pioneer Silk 


Sturges & Sturges, 
ing contract the 
ing. 


plumb 
on build 

The James Plumbing & Heating Company, 62 Postoffice 
place, Salt Lake City, Utah, has been awarded the plumb- 
ing and heating contracts the Hyland Exchange 
Branch of the Mountain Telephone and’ Telegraph 
pany, in that city. 


on 
Com 


Lit 
is installing the heating in the office build- 


Shaw’s Gas & Plumbing Co., 614 Louisiana street, 
tle Rock, Ark., 
ing for the Gay Oil Co., and plumbing and heating in the 
addition to the American Southern building 
in Little Rock. Shaw's Gas & Plumbing Co. also has the 
$20,000 plumbing and heating contract on the addition 
to the State Normal School at Conway, Ark., and the $20,- 
000 plumbing and heating contract the Junior High 


School in Hot Springs, Ark. 


Trust Co.'s 


on 


Himstedt & Son, 208 Louisiana avenue, Little Rock, 
Ark., have just completed the installation of plumbing, 


heating and ventilating systems in the new Lafayette 
Hotel in that city. They have also completed the plumb 
ing and heating in the Bach department store and the 


Second Presbyterian church. 

The Pfeifer Plumbing Co., 717 Main street, Little Rock, 
Ark., has just completed the installation of plumbing in 
the Whitcomb apartments and in the Goodman apartments 
in that city. 

Pettit & Galloway Co., 
Rock, Ark., installing 
the Pulaski High School. 


114 East Seventh 
the heating in the 
The contract amounted to $18, 


street, 


is addition to 





Upper picture: Walter A. Pitt, Bloomfield, N. J.; Arthur J. 
Burgner, Resolute Pottery Co.; Elmer Fisher, of W. A. Birdsall 
Co.; J. S&S. P. Rogers, Rogers-Ebert Co.; Benjamin Wulach, 
Benj. Wulach & Bro.—Second picture: Harry Nungesser, 
Newark; M. J. Brady, Newark; Chas. 
Obner, of W. V. Egbert & Co., Ine.—Loyer picture: 


J. Hoffman, state trustee; Arthur J. Sprouls; J. A. Sprouls, 


Little | 


Rothfus and John N, | 
Alfred | 


state organizer.—From photographs taken at the recent outing 


of the Master Plumbers’ Association of Newark, N. J. 
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Bathroom Trimmings 


will increase your profits 


Used as standard equipment by leading 
hotels, there is no reason why SNO-WITE 
Genuine Porcelain Enameled Bathroom 
Trimmings should not please the average 
home-builder. We make a pattern to please 
every taste and each piece is sold with a 
written ten-year guarantee. Let us send you 
our latest catalog showing the complete line. 


American Enameled 
Products Company 


Chicago Illinois 




















GUARANTEE 
This article is guaranteed for 
90 years not to chip 
oolor, rust, break or deterior- 
ate. Made of genuine por- 
colain enameled meta. 
come e large plumb 
ing Oxtures. 















"859, 
“SHELLERITE” 


Unitized Construction 


furnishes the highest degree of sanitation 
and durability ever found in a toilet seat. 
“Shellerite’’ Seats are 100°) germ and acid- 
proof, being made in one piece from a special 
hard rubber composition and are guaranteed 
against splitting, warping, or cracking for 
five years. 






Wr.te us for circular showing 
six popular models—TODAY, 


SHELLER WOOD RIM MFG. 
CO., Inc. 


Portland = Indiana 


DOMESTI¢ 
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Style No. 25-1 
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OR 
PIPELESS FURNACE 


The new Featuring: 


YORK 
ABENDROTH Cast Iron 
Pipeless Fur- Radiator. 


nace is 


anothes Two-piece 





achievement nmr 
of our staff Sends th 
of heating eemianern 
experts, and ; 
is the result all — > 
of months of ef Pace 
experimenta- i 

tion, and it is _ 
offered to Large fire- 
you with the non, and 
backing of 

eighty-five Triangular 
years experi- Grates 
ence in mak- which are 
ing heating easily re- 
equipment. movable. 


Write for Booklet 


ABENDROTH BROTHERS 


Established 1840 
PORT CHESTER - - NEW YORK 
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Upper picture: A. Froomkin, Lou Bennett, R. J. Howell, all 
of Benj. Wulach & Bro., Newark, N. J.; Ed. Bredehoft, Handon 
Roller Corporation.—Second picture: H. J. Williamson, J. A. 
Durr, William Chesnut, Jr., all of Montelair, N. J.—Lower 
picture: Chas. H. Kolb, Newark, Philip Donnelly, of James 
A. Coe & Co.; William Englert, Newark.—From photographs 
taken at the recent outing of the Master Plumbers’ Associa- 
tion of Newark, N. J. 


800. This company also has the plumbing and heating 


| contracts, amounting to $14,000, on the Woodruff School, 


Little Rock, plumbing and heating in the addition to the 
Clarendon High School, Clarendon, Ark., and in the Con- 


way public school, Conway, Ark. 


Plans are being drawn up by Herbert S. Green, of San 
Antonio, Tex., for an office building to be built for T. B. 
Baker and associates of that city. This building will be 
15 stories and basement, of stone, brick and reinforced 


concrete, and will cost $2,000,000. It is being financed 


by S. W. Straus & Company of Chicage. 
The Industrial Cotton Mills, of Eagle Lake, Tex., are 
planning to build a cotton mill of steel, brick and con- 


| crete which will cost $150,000. B. H. Faber is secretary. 


The Ancient Order of Pilgrims of Houston, Tex., plans 


| to build a four-story lodge and office building to cost 


$250,000. The building will be of stone, brick and con- 


| crete. Albert C. Finn, Goggan building, that city, is the 


architect. 
The draft of a plumbing ordinance proposing to take the 
place of the old ordinance at Independence, Mo., was read 


and discussed by the city council at a recent meeting. One 


of the big things aimed at by the new ordinance is the pro- 
vision for the city to take charge of the paving repairs 
resulting from plumbers’ excavations in the streets. On 
account of the technicalities involved in the rules set forth 
for plumbing, the ordinance was referred to the chairman 
of the street and alley committee, the chairman of the 
sewer committee and the city clerk with instructions for 
them to go over the rules with authorities on plumbing. 
It is expected to have the ordinance ready for passage at 
the next meeting. 
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The Mehl Plumbing & Heating Co., Albert Lea, Minn., 


has let the contract for the construction of a two-story 
and basement store building on West Clark street, in 
that city. 

McDonnell Bros., 216% North Sixth street, West, 


Cedar Rapids, Iowa., are about to begin the construction 
of a two-story concrete and brick building for their plumb- 
ing and heating business. 

J. W. Hull Plumbing & Heating Co., of Memphis, Tenn., 
is erecting a new building at 1144 Madison avenue. The 
new structure will have stories, and built 
from plans drawn meet the of 
up-to-date plumbing establishment. The company 
is now located at 1329 Union avenue. This company 
installed the plumbing, heating and ventilation in the 
new twelve-story Hotel Peabody which was opened a few 
weeks ago. 


two is being 
needs 


Hull 


especially to an 


The Palm Lake Company, Lake Worth, Fla., will erect 
3,000 five-room bungalows between Lake Worth and West 
Palm Beach at a cost of $15,000,000. 

The East Grand Avenue Baptist Church of Dallas, Texas, 
has begun the construction of a Sunday school addition 
to cost $40,000. 

Fitzgerald Plumbing Co., of Shreveport, La., has the 
contract to install plumbing and heating in the C. Bird 
High School, including the swimming pool. The contract 
amounts to $57,864. This company also has plumbing 
and heating contracts amounting to $36,600, on the Y. 
M. C. A. building and swimming pool; plumbing and heat- 
ing contracts totaling $31,000 on the Louisiana Street 
School; $45,000 plumbing and heating contracts on the 
Yournee Hotel Annex; and $20,000 plumbing and heat- 
ing contracts on the North Louisiana Sanatorium. 

The Seattle Heating & Plumbing Co., Wash., 
has secured the contract for installing both plumbing and 
heating in a commercial building being built on Holgate 
street, between Fourth and Sixth avenues. 

W. R. McDowell, of Toledo, Wash., has secured the 
plumbing contract on several buildings in Ryderwood, a 
mill town being constructed by the Long-Bell Lumber Co. 


Seattle, 


The University Plumbing & Heating Co., 3939 Univer- 
sity way, Seattle, Wash., has secured the plumbing con- 





Upper picture: A. H. 


sen, vice-president; Lynn Haws, Provo.—Lower picture: Milton 
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Front Opening Anti-Clog 
The long sweep allows the water from 
above to pass into the basement lines 
without check or hindrance. In fact, be- 
cause of the unhindered force of the 
falling water, such a thing as stoppage in 
the basement lines is practically unknown 
where the QS Long Sweep 
Stack Fitting is used. 
’ QS Sanitary Mfg. Co. 
| 
} 411 W. Fifth St. Waterloo, lowa 
| Get a 
| | SvavEUETETEUECETETEORUE BOOS 
B | 
1® | 
12 Made of Drop NS 
IE Forged Steel, the a 
12 LAWSON Pipe vol 
iB Wrench has a e 
iS powerful and posi Sed 
) tive grip, while the “angle AS] 
handle” will give an eighth of fel 
} a turn in places where no other eo 
. wrench will work Made in bsg 
E four sizes—8 in., 85c; 10 in LSI 
i $1.00; 14in., $1.30 and 18in., = 
Ei $2.10; plus carriage el 
i ie 
? THE LAWSON MFG co 6505 Carnegie Ave. if 
E ° * Cleveland - Ohio < 
E ie 
» 
LATA AMAMAnAmOnAm Amt. MAA mAmn Miami Man MM MRL 








MAKE more money on 
your tank jobs 


ASBESTOS 
TANK JACKETS 


Every range boiler, old or new, needs insulation 
You can easily sell it to your customers on the gas 
it saves. Whenever you have atank job suggest 
a Carey Jacket—it means greater satisfaction to 
your customer—greater profit to you. 





All sta ndard Tank 


sits. Shipped as Write for Prices 
emplete um ~~ THE PHILIP CAREY COMPANY 


261 Wayne Ave., Lockland Cincinnati, Ohio 
Branches and Distributors in 50 Cities 














Higham, president of the Utah State | 
Assecciation of Sanitary and Heating Engineers; Alex Morten- | 


Bachman, secretary of the Ogden association; P. P. Erskine, 
treasurer of the Utah State Association; Haydn Long, presi- 


dent of the Salt Lake Association.—From photographs taken | 


at the recent outing of the Utah State Association of Sanitary 
and Heating Engineers 


MIDLAND 
All Lead RO OF 


One Piece 
(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 
inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 

Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY MISSOURI 


MIDLAND METAL MFG, CO. 
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N. F. 1055 


NIEDECKEN 
SHOWER 


The Type for 
Gymnasiums, Clubs, 
Etc., Etc. 


N. F. 1050. supplies to wall 
N. F. 1060. supplies to floor 


NIEDECKEN SHOWERS 
are now and have been 
giving satisfactory service 
for years under trying 
conditions in the largest 
shower installations in 
the world. 





The Flow Control is easily reached and regulates the 
force of water from the Cast Brass Shower Head 
which has removable face and accurate spray holes. 


HoFFMANN & BILLINGS Mec. Co. 


MANUFACTURERS SINCE 1655 
Mii Ss. A. 


LWAUKRK EE. UV. 


Write for 
Bulletin D10X 





THE INCOMPARABLE 


==|NIEDECKEN SHOWERS 


PATENTED 








WATER HEATERS 


are what 
they want 


The advantages of a WILKS 
Water Heater are apparent 
at a glance. Of all steel con- 
struction, they last a lifetime, 
while the self-feeding fuel 
magazine is a wonderful time 
and coal saver. 


Either hard or soft coal can 
be used and one firing is 
sufficient for ten hours, re- 
quiring no further attention. 
Let us send you our latest 
catalog, containing full de- 
tails. 


Write Today. 





Made in a Complete 
Range of Sizes 


S. WILKS MFG. CO. 


3517 Shields Avenue, Chicago, Ill. 


EDWIN W. SEDGWICK HARRY M. SEDGWICK 
President Sec. and Treas. 
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Murphy, of J. L. 
Purcell, Inc.; H. J. Foell, Meriden; P. Sadler, Meriden; Chas. 
Vanderman, Hartford; C. W. Carlson, of the Colonial Brass 
Foundry; C. W. King, of Bridgeport Plumbing Supply Co.— 
Second picture: Mesdames Harry Kennedy, Joseph Williams 
and EL. A. Lang.—Lower picture: John B. Beegan, vice-presi- 
dent of the New Haven association; Mrs. Beegan; Mrs. Dibble 
and Albert B. Dibble, president of the New Haven association. 
—From photographs taken at the recent outing of the Master 
Plumbers’ Association of Connecticut 


S. S. Gray, Hartford: F. J. 


Lpper picture: 


tract on a store building being built on the 


corner of First avenue and Union street for E. S. McCord, 


three-story 


at a cost of approximately $100,000. 

A three-story building to contain stores and apartment 
will be erected at the southwest corner of East Seventy- 
first street and Ridgeland avenue, Chicago. The archi- 
tect, Davis S. Klafter, 64 West Randolph street, is taking 
bids. 

A factory consisting of three stories and basement will 
be erected at North Market Glasgow streets, St 
Mo. The factory is to $100,000. 

3844 Utah street, 


and 


Louis, cost Leonard 


Haeger, is the architect. 
A building to contain a hotel, stores and shops, and 
costing $2,000,000, is to be erected at the northwest cor 
ner of Eleventh and McGee Kansas City, Mo. 

B. Sloan, 321 East Eleventh architect 
Plans are being drawn at the present time. 


streets, 


street, is the 


The erection of a $300,000 Y. M. C. A. building is 
planned at Mason City, Iowa. The building will be of 
brick and steel construction. Tyrle & Chapman, 120 


Second avenue, Minneapolis, are architects. 
of St. Louis, Mo., was recently 


new 


The Kichler Heating Co., 
awarded the heating contract for the high 
building at Chester, Ill. The bid amounted to $12,457. 


school 


The Texas A. & M. College, College Station, Texas, is 
planning a one-story dining hall for the North Texas A. C 
approximately $40,000. Prof. Henry 


Campus to cost 


M. June is in charge of the plans. 
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Swimming - Pool News 


A new outdoor swimming pool is being constructed at 
the Arlington Hotel in DeSoto, Mo. 


September 26, 1925 


Plans have been completed by Architect E. B. Caldwell, 
Jr., Bridgeport, Conn., for the proposed outdoor swimming 
pool to be built at the summer home of Charles K. King, 
of Mansfield, Ohio, at Shorehaven, East Norwalk, Conn. 

D. F. Garner, Hotel Alton, 
the construction of a swimming pool and casino. 

Citizens of Wakefield, Nebr., held a 
and decided to collect sufficient funds to have a municipal 
swimming pool 60x120 ft., to be equipped 
with a filtration system. 

J. B. Nash, president of the Recreation Department in 
Oakland, Calif., has recommended that a municipal swim- 


Miami, Fla., is planning 


recently meeting 


constructed, 


ming pool be constructed. 

The Artland Club, of which James O. 
executive vice-president, 548 South 
Angeles, Calif., is planning erection of a $500,000 club 
house near Venice, Calif., to include a plunge bath. 


Stevenson is 


Spring street, Los 


A swimming pool is to be included in very extensive 


developments of the Gulf Coast Investment Co., Inc., 32 
North Royal street, Mobile, Ala., on 
city. 

Chas. G. Strickland, of San Estates, 
Jacksonville, Fla., is planning the construction of a swim- 
ming pool. 


A new $10,000 municipal swimming pool was recently 


property near that 


president Jose 


opened in Pipestone, Minn. 








Upper picture: L. E. Finch, Bridgeport; George T. Duncan, 
Pierce, Butler & Pierce Mfg. Corp.; Mrs. Hansen, T. N. Hansen, 
Pierce, Butler & Pierce Mfg. Corporation, New London.— 
Second picture: James McManus, New Canaan; W. E. Morgan 
and F. P. Hyde, both of C. 8. Mersick & Co.; W. Robinson, of 
Dimock & Fink Co.—Third picture: 
Pump & Mfg. Co.; Mrs. Coleman; Mrs. and Mr. Arthur G, 
Davis, of Wilton.—From photographs taken at the recent 
outing of the Master Plumbers’ Association of Connecticut 
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es SEES, Se 


oug 
Positive Afterfill 
Regulating Screw 

Economical 


One-inch Inlet 


Users of this valve recommend 
it without restrictions. 


Douglas Co. 


» Cincinnati, Ohio 





= 





Sew = 


> FITS ANY 


ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 
and watertight, on any roof 
from flat to half pitch. 

Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
4 Pitch everywhere. 

Manufactured by 

Butler Manufacturing Company 
Minneapolis, Minn. 




















KNOTT ATLAS 
SEATS 


The different sections of 
stock in Knott Seats are 
held reed together with 





Full Saddle Seat 
Hinge No. 75— 
1\-inch Seat, 
\-Ineh Bar, \- 
inch post cast 
brass bar nickel- 
plated hinge. Oak 
or Mahogany tn 
all finishes—also 
Sheet Celluloid 
covered 









two 74x-inch hickory 
dowels inserted while the 
seat is in halves. There 
are no splines to come 
loose—no holes in the sur- 
face to fill with dirt. 


KNOTT MFG. CO. 
Tell City, Ind. 
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FUEL OIL TANKS 


Underground or for Basement Installa- 
tion. Special Prices on Standard Sizes. 


MORRISON 
BROTHERS 











i MORRISON BROS 
| DUBUQUE, IOWA 


1 Gentleman: 




















John J. Coleman, Duro | 


“Oil Equipment | ba ; 
Headquarters” | Please send me booklet containing prices 
Dubuque - Iowa = | pent. 
i} 
, NAME 
| 


1 
| 
1 
and descriptions of your fuel oil equip- | 
| 
J 
| 
| 
1 
i} 


| ADDRESS 


ee 
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Strongest 
Made 


The Hanna “Ball Joint” 
Pipe Hanger is made of 
malleable iron, all sizes. 


Swings in any direction. 


A big time and labor 
saver. 
Write for 
‘Our Silent Salesman’’ 


The Penn Engineering Co. 


312 Cherry St. Philadelphia, Pa. 
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Welded Range Boilers 


2,999 Perfect In 
Every 3,000 Made 


D.D.WESSELS & SONS LO 
DETROIT. MICHIGAN 


S24NCH FACTOR ES 


CLEVELAND. Orrico KANSAS CITY KAN WALKERVILLE. ONT 
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Tank Fittings of Quality 
1856 ““McSHANE”’’ = 1925 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 











Test Machine 


For testing and disclosing 
leaks in plumbing waste 
and vent systems. 


Will fill entire system with 
smoke without forcing seals 
s immedi- 











Eureka Smoke 


Height 
Diameter - 
Weight - 15 Lbs. 


% traps. 
ately Besved. 
Simple and safe in opera- 
tion. As readily portable 
as ae plumber’'s furnace and 
as indi sable in every 
plumber's outfit. 

passen® by Aegon 
ng —f. an 
Sanitary Engineers 
everywhere. Send for 
descriptive folder. 


BAILEY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 
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Work is soon to be commenced on the construction of 
an enclosing structure over the pool at White Sulphur 
Springs, Mont., so that the pool may be used all the year. 

A swimming at St. 
Spokane, Wash., is to be finished shortly. 
the higher ground east of the building and the 
the pool will be used for irrigation purposes. 

A drive is being made for funds to build a swimming 
pool at the State Normal School at Shippensburg, Pa. 

A 
in Randolph, 


Michael’s scholasticate, 
The pool is on 
water from 


new pool 


municipal swimming pool has just been opened 
Nebr. 

City engineer is making plans for a lake and swimming 
pool in Flashnight Park, Springfield, Mo. 

The Ferncliff Springs Company, of Little Rock, Ark., 
has been formed to establish a pleasure resort at Ferncliff, 
of Little Rock The will erect cottages 
and a hotel and will construct swimming pools. 


( entral Heating 


Normal College, Dillon, Mont., 
the installation of a central heating 
Luebben, of Dillon. 

to be taken the construction of 
plant at the Bergen County Hospital, 
The Board of Freeholders has the matter 


new 


west company 


The has 
the 
plant 

Bids 
central 
Oradell, 
in 


Montana State 


let contract for 


to Thomas E. 


are about on a 
heating 
N..J. 
charge. 

of heavy building operations in Portland, Ore., 


Northwestern Electric Com- 


Because 
the steam heating load of the 


pany has been increased over 10 per cent since last 
winter. It will be increased 6 per cent more this winter 
when buildings now under construction are completed 


The central heating service has been extended to twenty- 
one new buildings and four old structures since September 
last The twenty-five large buildings represent an 
additional heating space of 10,000,000 cu. ft., or approxi- 
the same as twenty-five city blocks covered solidly 
story buildings. 


vear. 


mately 
with one- 
of Winni- 


increased service rates 


The central heating plant, owned by the city 
peg, Canada, has announced that 
will be made effective this winter in order to meet an in- 
creased of coal, and to an anticipated 
deficit of $60,000 on last year’s operations. The plant 
was operated for the first time last winter and extensions 


cost overcome 


are being made in order to enable it to serve a larger 
number of customers. 

A. Gude Sons & Co., Inc., 1318 I street, Washington 
D. C., are to construct a number of greenhouses in Rock- 
ville, Md., with a central heating plant. 

A central heating plant will soon be installed at the 


county hospital, in Fresno, Calif. 

H. Collison & Son, 11 Haymarket street, Providence 
R. I., have the plumbing contract in the new building at 
201 Branch avenue for J. R. Rowe. 

R. A. Shiewe, Kelso, Wash., has been awarded the 
| contract to remodel and improve the heating and plumb 
ing systems in the two Woodland school buildings in 
| Kelso. 

The James Canny Corporation, 314 Columbia street 


| ing to be located at 


awarded the contract for plumbing and 
Building addition. 


has been 
in the Renfro-Wadenstein 


Seattle, 
heating 

O. O. Norwood, Littlefield building, Austin, Tex., plan 
the construction of a six-story and basement office build 
West Seventh and Colorado street 


The cost will be $250,000. 
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Labor Saving 
Pipe Supports 


UICK, easy installation of Ric- 
wiL Pipe Suprorts. Just wedge 
the cast iron saddles between 


sections of base drain. Labor saving 
for the contractor. 


And a safe job for his customer. For 
Ric-wiL Supports carry the load of 
pipes free of the tile conduit. No 
danger of breaking or cracking the 
tile as with internal supports which 





Write for 








put the burden on the inverted arch. a list of 

Ric-wiL 

Install Ric-wiL for speedy profitable peri lo- 

‘ tage cated in 

jobs and satisfied customers. yf 

Illustration shows Ric a 
cinity. 


wil, Type DF, multiple 


compactly the whole = "THE RIC-WIL COMPANY 


Ric-wiL stays efficient. CLEVELAND - - OHIO 











Trrtrriett tT Pri ts 
| You Can Guarantee Satis- 


The F. N. Du Bois Co., Inc. faction When You Install 


Manufacturers of 





Traps MARE 


Nature’s Water Softener 
Copyright 1920 by the Refinite Co. 


Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom — 
Fittings including Packless Sin- | 
gle, Double and Triple Faucets | 


Connected to the water supply line 
Refinite makes all water passing through 
it as soft as rain, but better because it is 
pure and uncontaminated. Requires 
practically no maintenance after in- 
stallation—the water softening mineral 
“Refinite” lasts almost indefinitely—it 
being only necessary to dump a few 
pounds of coarse salt in through the top 
occasionally. 





| ff 
Kuteres Water Softener) 
| i) 








A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blauvelt line is 
on permanent display at the 
Architects Sample’s Corpor- 
ation, 101 Park Ave., New } 
York City. | 


Eight years of actual service under all 
sorts of conditions have proven its merit. 
There is always some one best thing in 
every line—in water softeners it is 
“Refinite.” Let us tell you all about it. 

















_——eenneeennneeaenl 
SSS ________—_—__--= 


REFINITE COMPANY 
Refinite Bldg. Omaha, Nebr. 


Ninth Ave.& 25th St. NewYork =}) 


aay 
SQSURG ASS 4KH° * SHOR Ke Ss 
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With Bath a Day Movement 


rom time to time we refer to association secretaries inquiries 


Any from school teachers and from pupils. These inquiries are for 


copies of “The Story of the Bath.” 


4 Fuel He send a sample and then call the 

attention of the local or state associa- 

The McDonnell & Miller Duplex Water Feeder is a tion to the fact that there is a demand 
dependable water -line « mntrol for any low pressure steam . i ge a i 

boiler, whether fired by oil, gas, coal or coke vot a sufficient number take action. 

} aa : - : ‘ 

By maintaining a proper water level, it eliminates In each case there is an opportunity 





manual water-line control and prevents low water to distribute a number of copies. We 
damage to the boiler ught to take advantage of that opportunity. The master plumber 
Ask for Bulletin D-5 ught to lead in the task of teaching higher sanitary standards 


5 MCDONNELL & MILLER in his communtty. 
WRIGLEY BUILDING, CHICAGO 











Eastern Warchouse Stock, Bush Terminal, N. Y ODAY we have received from the Ruud Manufac- 
turing Company an order for copies of the ‘Story 
een ened of the Bath’’ to be shipped to gas companies in 





Augusta, Ga., Charleston, S. C., and Columbia, S. C., with 


? 
A Plumber’s Furnace | stom ticy are co-operating. 
’ . This points the way to a method of increasing sales 
That $ Different in your community which 


has been most successfully 






Seite: taster sober. She Teroor Mo. 6 followed in other communities The local gas company 
has a patented Bronze Burner with Flame is interested in anything which will increase the amount 
Spreader and Heater Plug no coils to burn : 
out or clog. Burns present-day gasoline or of gas used Obviously, the bath a day movement has 
kerosene perfectly The Patented Bronze . 

Spider spport eliminates unnecessary tank this effect More baths, more water, more gas used. 

studs no leaks The patented Automatic W herever 
Safety Valve eliminates explosion hazards 

Seamless, drawn steel reservoir with bottom pany have worked together, results have been most satis- 
welded in is rust-proofed. FEARLESSLY . . 
GUARANTEED factory, in more than one way. Increased interest in the 


bath a day movement has resulted in increased sales. 


master plumbers and the local utility com- 


Order from your jobber 
Write us for new catalog sesides this, a co-operative campaign of this kind helps 


to create a closer relationship between local merchants 
THE TURNER BRASS WORKS_. aaa ass apeircene et o 
and the utility company and the difficulties which exist 
LINCOLN STREET SYCAMORE, ILL. d : 
ne e6 = <n Se in some places concerning the marketing of household 





utilities by the gas company become easier of solution 

















PESEEEEEEEE EET EEE EE TEE tte ttt ttt et ttt because of the friendly feeling engendered. 

¢ Once more let us stress the fact that the bath a day 
; E. R ST E. I N movement is a thing of first importance to you in push- 
+ G ing sales Modern selling is based upon what might be 
+ ° called “enlightened selfishness---’’ in other words, the 
} Copper Pressure Boiler public recognizes that the merchant is entitled to a legiti- 
t are made in a complete range of sizes mate profit, but at the same time it demands that the 
z from 5 gallons up, capacity and 200 merchant offer something in the way of service beyond 

lb. to 300 Ib. tests, by an old and proven the mere sale and installation of his product. 
; method of construction. And every The only service you can offer is in an educational way. 
; Gerstein Boiler is guaranteed perfect. You meet the demands of modern merchandising and 
+ Wette Ue For Deteile selling by urging upon your community a higher standard 
r P r ‘ 

¢ of living, by placing in the hands of your customers and 
+ GERSTEIN BROS. & COOPER prospects literature which gives them information of a 
t 1-3 W. Third St SO. BOSTON. MASS. character which they cannot get elsewhere. And espe- 
+ cially in the case of “‘The Story of the Bath,"’ you have 
Merwe TT ITTTITIITIIIITIiIIIIIIIIII something which is capable of being absorbed by the 








children of your community. 


| The omfort Stations 
| BATH TUB A two-story comfort station is being planned for Port 
GAA Wea N. Y., at : $25,000. A. 


tichmond., a cost of about John 


: ‘i A Lynch, Borough Hall, St. George, New Brighton, N. Y 
Made expressly for cleaning afid 


is in charge 


preserving the luster of 
i ratetesta ae! she 4athacct is to be constructed at MeNally Plaza, near Washington 


Thousands of contracting plumbers If you do not have PORCELA Bridge and One Hundred Eightieth street, New York City 


A band stand and comfort station to cost about $30,000, 


use PORCELA and recommend it in stock order from your jobber Julius Miller, Municipal building, Manhattan Borough, is 


to their cu: tomers Write today for descriptive matter in charge 
: Two ce stations are being pl ed for the borough 
PORCELA-RADAX COMPANY Iwo comfort stations are being planned for the bo g 


PITTSBURGH, PA of Brooklyn, City of New York. Jos. A. Guider, room 21, 
Borough Hall, Brooklyn, is president of the borough. 
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T’S an old stunt in the press-agent 

game to quote some person whose F 

success depends upon public popularity as saying 
something unusual. Why? To get the public to talk 
about that person. Isn't there a thought in that for the 


retail merchant? 

All day long he's “right next 
his community. They come and go on the sidewalk past 
his store. On the And 
day after day people pass those stores glancing in at the 
until—--one of the merchants does something to 
You’ve seen them gather around a window 


door” to the people of 


street are a dozen other stores. 
windows 
stop them. 
because something out of the ordinary was there 

Our business doesn’t 


How to do it is a question. lend 


itself to the many different things which the department 


store can put into its windows—or the specialty store 
for that matter. How then can we do something every 
day that will cause people to stop with an ever-fresh 


desire to see what’s coming next? 

Well, you might stand in the doorway all day and act 
as a “barker. You can’t, of course. You have work to 
do, inside, and on the job. But can have a repre- 
sentative there, saying witty things about life in general 


you 


that will make people stop, look, read and—-most im- 
portant—talk about you. That’s publicity! 

All you need is a simple blackboard. Every morning 
you or one of your organization chalks up a statement 
that has enough meat in it to make people think, and 
enough humor to give them a chuckle. 

Again, that’s publicity! Those people go home. At the 


supper table, or at the lunch table, they say, “That man 


Jones down the street has a good one up today. Have 
you seen it?” 
Which of the seven will they see next week in front 


of your store? Here they are. Buy yourself a blackboard 
and a piece of chalk and go into the publicity game. 
Seven epigrams for next week are below: 


I've the sink you love to touch that will help you keep 


the skin vou love to touch. 
+ * * 
The high water mark on a boy’s neck marks the line 
of his good intentions. 
+ ” - 
A man who is in hot water may shiver for the con- 
sequences, 
+ * e 
Time may be money, but it’s work that gives it ex- 
change value. 
” + + 


It’s a thrill not to have to pay ice bills—until the coal 


bill comes in. 
. . * 
A woman's last word is often a prelude to another 
hour's talk. 
* * * 
It’s autumn almost. Don't forget to rake the leaves 


from under the hall tree. 
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All Thatcher Ratings 
Remain Unchanged 


HE ratings of Thatcher Steam and Hot Water 

Boilers were first established on a most conserva- 
tive basis. Since that time, they have never been 
“boosted” in the slightest. This means that Thatcher 
Boilers will heat buildings evenly to 70 degrees in zero 
weather, with ample reserve capacity for still colder 
temperature. 
There is no need to force Thatcher Boilers, even on the 
coldest days. They are easily regulated by a butterfly 
door in the ash pit and a sensitive diaphragm attached 
to a large damper in the smoke hood. This control 
system removes the necessity for forcing, saves much 
coal, and gives each room its proper proportion of heat 


It willf{pay you to get all the facts on Thatcher Boiler 
Ratings. The coupon below will bring you the new 
Thatcher Boiler Catalog which contains full informa- 
tion. Send it in today. 


THE THATCHER COMPANY 


Formerly Thatcher Furnace Co 
Since 1850 


39-41 St. Francis St., NEWARK, N. J. 
MAIL THIS COUPON 
| al 
& 
NEW YORK 
21,W.'44th St. 


THE THATCHER COMPANY 
39.41 St. Francis St., Newark, N. J 


Please send me your new Boiler Catalog 


CHICAGO NAME 
341 N. Clark St. 
ADDRESS 


we 


a evnenenenentavaneneanersenesrantyy 


THATCHER 


BOILERS-FURNACES-RANGES 
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The Heating Sensation of the Century 


They BRYAN GENERATOR 


“‘Have been using one of your No. 8 For Steam, Water, 
Generators in our factory and have been 
getting wonderful results’’ —‘‘ Your Genera- Vapor or Vacuum 
tor is just the thing’’--‘‘The Generator is 
unquestionably one of the most efficient * 
on the market for gas and oil use.”’ These Quick Heat 
are daily comments on the Bryan Generator Less Fuel 
from all parts of the country. Let us send you 


full particulars—NOW Low Upkeep 
















Write For 
Exclusive 
Territory 





















STEAM 
CORPORATION 


Peru, Indiana 


M1 PIPE FITTINGS 


IRON BODY GATE VALVES | 













¥ 











Screwed — 
Flanged ihe 
mo |) Rising | STAY Tight! 


All TIGHTON Unions have a 
rolled-in brass seat which makes 
a tight, non-corrosive, brass-to- 
iron joint without the use of a 
gasket. They make up tight 
and STAY tight—every time. 
Yet th price of TIGHTONS 
is well within the range of 
gasket unions. 







0.S.&Y. 
Patterns 













Your Jobber Has Them 


Standard Union Zo. 


Winthrop Building, Boston,Mass. 





ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 
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FAMOUS MEN AND HOW THEY GOT THAT WAY 


The history of the human race is replete with famous men 
However, not all of them have had statues erected to them, 


or cigars named after them. Feeling that the unsung heroes | 


among our fellow men ought to receive their share of the 
singing, Pipe Lines sets forth below, briefly, the things for 
which some of these obscure men of fame were famous. Also 
here and there we have suggested proper memorials 


Everyone will remember the man who made himself 
famous by sitting up all night waiting for the man upstairs 
to drop the other shoe. Some sculptor missed a wonderful 
chance to make a statue of that man, his eyes turned heaven 
ward, listening for that other shoe. 

Every day’s paper carries the name of one or more of those 
who have become famous in their search for knowledge, 
seeking the answer to the eternal question, “I wonder if it’s 
loaded?” Think up your own memorial. 

There are a lot of others, but to save our life we can't 
think of them. Maybe you're one of them. If so, write and 
tell us how you achieved fame and we'll be glad to place you 
in our column of famous men. 


FASHIONS 

Men make a lot of fun of the way women change their 
fashions, but think of what we have done. In the middle 
ages when a man went out for an afternoon’s ride, he hung 
the kitchen stove about him, took the cover of the family’s 
largest stewing pan for a shield, and went to the village 
smithy to be soldered in Selecting a nice stout fence rail, 
he made a lance out of it Woe to him if he met a stranger 
on the road attired in the same manner, and one of the 
covers of the stove fell off. 

Somewhat later in history he strapped his trousers under 
his boots, and wore his trousers so tight that there’s no 
doubt he took his daily dozen in the morning in what then 
answered for B. V. D’s. At the same time he was hiding 
behind an immense verdure on his face, cut in a number of 
fascinating designs. 

Then came a time when a fellow as slim as a scarecrow 
climbed into the “correct” suit for the season and became a 
broad-shouldered young giant. Padded shoulders drove a 
number of fond and loving wives into padded cells. Having 
married a man whose shoulders looked capable of shifting 
the Woolworth Building, it was a terrible disillusionment to 
see him in his shirt sleeves, barely able to shove the kitchen 
table around. 

Now, unless you have big feet, you'll stumble over the cuffs 
of your trousers The belt buckle is worn at the side and 
in another year it will probably have worked its way around 
to the back. Then our wives will have to belt us up in the 


morning. Another thing: men used to hide their Adam’s | 


apples behind high collars. Today, on any street, and par- 
ticularly in any restaurant, you may see Adam's apples dis- 
porting themselves all over the place. It has become pos- 
sible to chart the position of this unique feature of a man's 
neck in every position at every moment during the time he 
takes a “drag” at his cigarette, or a swallow of coffee. 

At one time any man who thought he was being insulted 
asked the offending party to meet him some morning back 
of the old barn, and gave him his choice of weapons. Now 
in order to get into a fight with a world’s champion you 
have to post a king’s ransom as a forfeit and will probably 
find that the champ has gone to Europe to learn the latest 
dance steps. His choice of weapons would probably be 
pillows. | ae aes J 
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JohNSOy/ Johnson Burners 


make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 


Plans and Directions Furnished 


Ask for latest bulletin, No. 28D 
-a valuable booklet describing 











Listed as Standard by Johnson Improved Rotary Burner 
Underwriters Laboratories Type 22 for Heating Plants 
Live gents Wanted Main Office: 
S. T. JOHNSON CO. 
“ 940-950 Arlington St., Oakland, Calif. 
PSE 





Ol, STORAGE TANK UNDERGROUND 


STOTT ES OS 











No Worry Over Acid Lines 


The universal acid resistance of Duriron pipe entirely 
eliminates worry about lines carrying acids and alkalis 


If other pipe is used for this service it is only a question 
of time until it is eaten out 


When Duriron pipe is installed it is a permanent job; no 
leaks, damage or lost time. 


Duriron gives a better profit to the plumbing contractor 
as well as a sure saving to the owner 


Duriron is produced only 


oe DURIRON COMPANY 

















Vacuy CHAMSET? 








at MYERS ELECTRIC 
: HOUSE PUMPS 


RESIDENCE 
MATER SYSTEM For Home or Farm 





A complete unit ready to be con- 
nected up with water and power lines. 
Equipment includes pump, motor, tank, 
automatic switch, gauges, valves and 
fittings. Operation any electrical cur- 
rent—city service and farm lighting 
and power systems. Most important 
—safe, silent, sure and dependable. An 
acknowledged leader in water circles 
and one that always gives satisfaction. 
Other water systems of equal merit for 
hand or power operation make up the 
MYERS LINE—A postal brings cata- 
log and information. 


THe F. E. MYERS & BRO. CO. 
Ashland, Ohio 
Ashland Pump and Hay Tool Works 

















No Floor 
Fastenings 
Necessary 


The position of the legs 
is such that it stands 
firmly without fasten- 
ings — yet even close 
nipples can be cut and 
threaded quickly, easily 
MARTI Portable Vise Stand eae wichens ebiened 
nuckles. eighs but 
and Pipe Bender 45 pounds and hae no 

10 DAYS FREE TRIAL loose parts to adjust. 


H. P. Martin & Sons, 626 E. 2nd St., Owensboro, Ky 
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Volume business 
in white seats 











Catalog No. 210 


Pyralin covered. No joints or seams 
to show. Dowel construction. A 
sturdy, serviceable seat. Has heavy, 
nickel-plated, offset post hinges. High 
grade rubber bumpers. Fully guaran 
teed 





EW homes, hotels, 

institutions, etc., are 
constantly being erected. 
Each needs white seats. 
Go after the builder with 
Stasco. You can give 
him the finest white seat 
—any type at an attract- 
ive price. This means 
volume, profitable bus- 
iness and repeat orders, 
from every builder who 
has once bought Stasco. 





Ask Your Jobber for 


STASCO WHITE SEATS 
—he can supply you. 


This trade-mark signi 


fies quality. 20 years 
of knowing how are 
behind each seat that 
bears the STASCO 


name. 


Standard Tank & Seat Co. 


Camden, N. J. 


Our 
( alaloo 
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PATENTS 


Plumbing Department 


1,551,862. Drinking Fountain. Leslie Arnett. Proph- 
etstown, Ill. In combination with a supply tank; of a 
casing, a drinking trough removably supported in said 


a conduit connecting said tank with said casing, 
a water supply pipe extending through said conduit, said 
supply pipe provided intermediate of its ends with a 
coiled portion extending beyond the end of said conduit, a 
heater mounted in said casing directly below said coiled 


casing, 

















portion of the supply pipe, a discharge pipe continuing 
from the coiled portion of said supply pipe, and extending 
into said drinking trough, the ends of said supply and 
discharge pipes being threaded and terminating in elbows 
bent in opposite directions, registering openings in the top 
and bottom of said conduit aligning with the inlet and 
outlet of said elbows, threaded extensions connected with 
said elbows and projecting through the registering open- 
ings in said conduit, any nuts engaged with the threaded 
ends of said last mentioned threaded extensions to retain 
the inlet and outlet ends in proper position with respect 
to the conduit, as and for the purposes described. 
- + . 

1,552,261. Flush Valve. Harold Jos. Belcher, Algiers, 
La. In a device of the character described, the combi- 
nation of a casing having an inlet and an outlet, a rotary 
paddle wheel journaled within the casing adjacent said 
inlet, a valve device interposed between said inlet and a 
source of supply including a body having a seat, a valve 





1,552,261. 


normally closing said and having an operating 
plunger, a pivoted lever engaging said plunger, a shaft 
having a crank connection with said lever, a handle on 
said shaft, catch means for holding said shaft against 
retrograde movement subsequent to rotation thereof, and 
means driven by said paddle wheel for releasing said 
catch means, said means having a longitudinally movable 


seat 
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\ KEYSTONE , 
POTTERY 


\ 4 REO / 
oeenUs 
CHINA | 

















Keystone Silent 
Quiet operating 
Bottom Pull trip 
Pull handle not rigid 
Connection china covered 
Minimum exposed metal | 
Ca 

Can be had: + ~~ — 

Equipped Curtin fittings a 


Packed in one crate 
Square or round base 


KEYSTONE POTTERY CO. 
Trenton, N. J. 








Adjustable Pressed Steel |x 
RADIATOR 
HANGER 





Strong—Simple 
Satisfactory 


The all steel construction—the 
ease and simplicity of the ad- 
justment and the wide range 
of movement (five inches per- 
pendicularly; two and one- a 





half inches horizontally) are a 
few reasons for the ever in- 


sen, conchae ae 
| Ht tn . . 
on — of the | 
cor keinor toner i | 500 Gallons an Hour 
| This is the third size of the Hoosier Galvazink 
Line of shallow well power pumps. May be 
| had for electric motor or gasoline engine drive 
Ash your jabber ot write | Self lubricating. Fitted with air pumping 
us for circular. | attachment. Suction limit 25 feet. An all 
galvanized surface, inside and out, protects 
water-ways. 


CARTY & MOORE ENGINEERING CO. | Details and prices to any plumber upon request. 


611 W. Larned St., Detroit, Mich. | 
FLINT & WALLING MFG. Co. 
65 Cak Street Kendallville, Indiana 


There are seven styles for 
hanging any type or make of 
wall and legless radiation. The 
type shown is for double row 
wall radiation hung from bot- 
tom. 
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Mention Domestic ENGINEERING when writing advertisers 
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Thermostatic 
Shower Valves 


BYEFY man 
among your 
customers wants a 
Leonard. No sud- 
den shots of cold or 
scalding water 
when water is used 
in another part of 
the house. 








Leonard-Rooke Co. 
486 Broad St. 
Providence, R. I. 





New Hampshire has been 
growing your closet seats. 
for years 


Our Our facilities at the source of 

cle supply enable us to furnish you 
the highest grade closet seat 
made from select Chestnut at a 
competitive price. 





Milford 


McLane Mfg. Company nev Hampshire 
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rack with the 
shaft of the paddle wheel, a pinion rotatable on said last 
named shaft and meshing with said rack, clutch means on 
named shaft engageable pinion for 
locking the same for rotation with the shaft, and means 
connected with said handle and said clutch for throwing 
the same into and out of gear. 
7 * > 


bar, a shaft having a driving connection 


said last with the 


1,552,160 Valve. Gustave Holter, Seattle, Wash. A 
valve slidably mounted within a casing, the upper portion 
valve ribs in 


of said plurality of 


lower portion 


spaced 
of said 


comprising a 
relation, a cup member for the 
valve, an inner tube projecting within said member and 
said valve adapted to be held in a normally closed position 
through said tube against 


by hydraulic pressure acting 


said cup member 


. * . 
1,551,572. Water Fountain George Kneuper, New 
York, N. Y., assignor to The Filtrine Manufacturing Com- 


pany, Brooklyn, N. \¥ In a water fountain provided with 


a water jar, a water filter cup reciprocable vertically in 


1,551,572. 



































filter being with 
a depressed well in the bottom wall thereof for holding 
water to effect a water seal for a downwardly discharging 
water supply, said filter cup being provided with a float 


said water jar, said water provided 


chamber adapting it to rise and fall with the surface of 
the water in said water jar. 

oa om 7 
Paul Panhorst, Philadelphia, 
Partnership con- 
sisting of Paul Philadel- 
In combination with a wall having openings for 


1,552,501. Bath fixture. 
Pa., assignor to Test-Tite Company, a 
Panhorst and John G. Zolleis, 
phia, Pa 


” 























16 
P~£2 





1,552,501. 2; 


the passage of discharge outlets for water supply pipes, 
a plate having bushings for each pipe in the correspond- 
ing opening, the pipe freely movable in the bushing. 

* 7 +. 
Vincent 
A system of the character de- 
internal 


1,552,661. Combined Light and Water Plant. 
G. Apple, Dayton, Ohio. 
scribed, having in 
combustion engine, with a water cooling jacket; a tank 
connected to the jacket; a pump, driven by the engine 
to pass water through the jacket into the tank; a tempera 
ture-responsive device, connected to said water circulat 


combinative association, an 
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ing system, and a valve, controlled by said responsive de- 


vice, to divert water from the circulating system upon a 











hve 

















0 
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Ops 


Lt ° 
an | 
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| 














j 
predetermined rise in temperature therein and other 
means to heat the water in said tank controlled by said 
responsive device. 
* * % 
1,552,921. Guide for Flushing-Tank Floats Robert 
S. Gower, Peoria, Ill. A guide for float tank valve balls 


comprising a ring member and an arm member formed in 
one piece, said ring member being provided with means 
for adjustment and said arm member being provided with 
a plurality of rows of holes therethrough for selective pas 
sage of the device to be guided, the holes in one row being 
placed in staggered relation to those of the other row 
+ + * 

Water Cocks 
A tool for cleaning 


1,553,034. Device for Cleaning Henry 
J. Donnelly, South Bellingham, Wash. 
turning plug valves comprising a barrel having a smooth 
straight bore extending longitudinally therethrough, the 
barrel being constructed at its ends to engage within the 
delivery end of a valve casing, an annular flange on the 
barrel adjacent end of the carried 
by the barrel and seated against the respective flanges to 


each same, gaskets 


ry 

















1,553,034. 


1,552,921 


1,552,537. 


engage, the end of the valve casing and prevent leakage, a 
rigid rod slidably and snugly fitted through the bore of 
the barrel, and head carried of the rod, 
the head being of greater diameter than the rod where- 
by to prevent withdrawal of the rod from the barrel and 
of a form to fit closely in the port through the turning 
plug of the valve. 


a by each end 


. * * 


1,552,537. Faucet Adapted to a Filter. Tom Brabson, 
Brooklyn, and Ernest Furst, New York, N. Y. In a de- 
vice of the character described the combination of a body 
chamber extending 
connecting with inlet 
for said chamber and hav- 


inlet valve 


portion 


portion with port, a 


said 


an 


from body and said 


port, a cap with an axial port 
ing a tubular extension comprising a sleeve, a valve seat 
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C & S Shower Stall Door Style 
No. 2——-Closed with Grille Vent 


C&S 
Shower Stall Doors 


are standard equipment wherever a separate 
shower compartment is provided. They are 
handsomely made of Heavy Nickel Silver or 
Nickel-Plated Brass, with a !-inch Polished 
Plate Glass Panel embedded in rubber and 
are thoroughly watertight. 


Each door is furnished with a cut glass knob 
on the outside and a Nickel Silver pull on 
the inside, while a special spring catch is 
mortised into the rail of the door to keep 
it tightly closed. For built-in bathtubs we 
recommend our C & S Shower Shield. 


Our 
Catalog 





CRIST & SCHILKEN 
COMPANY 


543-5-7 Fourth Ave. 


Pittsburgh, Penna. 
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The 
“Leader” 
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Patented 


Sectional, Adjustable 
FLUSH VALVE GUIDE 


is the only sectional guide now on the market 
which is adjustable to ALL sizes of overflow 
tubes. Worn out guides can be replaced with a 
“Leader” in 30 seconds. It saves time, labor 
and expense and once installed gives permanent 
and perfect satisfaction. 


LEADER SPECIALTY CO., Inc. 


(Patentee and Sole Manufacturer) 


INDIANAPOLIS INDIANA 


lehenniennenameeneenannnnnn nia 
Oerso= 


PRODUCT 


Order from your jobber. 
If he cannot supply you, 
write us direct. 




















Takes the Shop to the Job 


The R-O-G-A-C-O is a practical and port- 
able electric pipe machine, built to perform 
four operations—at one setting——in a 
hurry! Operating from any electric light 
socket, it cuts pipe with a lathe tool, cham- 
fers pipe with a reamer, cuts straight right 
or left hand threads and makes up pipe 
fittings in the shortest possible time, with 
only one man to run it. 


Get Full Details NOW. 
Robbins, Gamwell & Company 


Pittsfield, Massachusetts 
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at the upper end of the axial port, an outlet nozzle for 


| said chamber extending through one end thereof, means to 


the outlet nozzle to cause a flow of fluid from 
the inlet port through said nozzle, a sleeve with a bottom 
wall and ports at its lower end extending through said 
tubular extension, a valve for said bottom wall normally 


actuate 


engaging the valve seat of the axial port of the cap, and 
means to actuate said sleeve and withdraw the valve from 
its seat and to cause a flow of fluid from said inlet port 


through said sleeve. 


Heating Department 


Burner. F. Guthrie, Newton, 
A burner comprising a casing provided with a 
inlet and an oil inlet and with a removable head 
having a conical section provided with a discharge open- 
ing, partition wall within said casing, a conical wall 
cooperating with said partition wall and with said casing 
form an chamber and cooperating with 
said removable head to be held thereby and form there- 


1,552,558. Oil James 
Mass. 


steam 
a 


to outer steam 


| with a mixing chamber within said casing, a pipe carried 





by said partition wall and forming an inner steam cham- 
ber terminating within said mixing chamber, a cone on 
said pipe cooperating with said conical wall to form an 
oil discharging into mixing chamber and 
adjustable on said pipe to form a valve to regulate the 
of discharged into said mixing chamber, 
nozzle on the discharge end of the pipe to maintain the 
said valve in adjusted position, said conical wall 
of said outer steam chamber having a set of orifices ar- 
ranged discharge steam against the conical 
of the removable head of the casing and having a second 
of arranged an angle the first 
discharge steam against the nozzle of said steam pipe. 
* lel - 


passage said 


amount oil a 


its 


to section 


set orfices at to set to 


‘a 


1,552.6 


Montclair, N. 


Monroe S. Clawson, Upper 
burner structure comprising a 
in relation and 


Burner. 
An 


Oil 
Pie oil 


cascade dis- 


of pans arranged 


plurality 








1,552,677. 


charging one into another, each pan incuding end walls, 
a back and a curved bottom, the bottom having its for- 
ward edge lower than the back and downwardly curved. 

* 


* * 


Valve. cdward J. Kiley, Mansfield, Ohio, 
The Ohio Brass Company, Mansfield, Ohio 
A unitary valve gate having discs with yielding rims, 
integrally formed means to maintain the discs in 
fixed and spaced relation and means to connect the gate 
to an operating stem, the discs formed with seating 
faces to engage seating faces on a valve body and the 
dises so formed that their edges will yield when moved 


1,552,614. 


assignor to 


a 
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: 
6 . P 7 § 
. ‘Stringer Service—to make STRINGER PRODUCTS so i 
, 9a : ’ . . ’ : 
good you will unquestionably recognize their worth.”’ } 
; 
; 
A 
Fig. 709 ; 
4"x4" Y Cleanout ‘ 
o ® S ; 
tringer Cleanout Fittings | 
k b k | 
. make ase Stac 
a : 
l ft ft . 
cleanout connections 
; 
A 
Fig. 710 Fig. 714 
4”x4” Y Cleanout 
It is the convenience and speed with which the soil stack can be 
¢ connected with the sewer that makes the Stringer line of Cleanout 
B Fittings SO popular with the plumber who holds, and satishes his 
customers with progressive plumbing practice. : 
Instead of using a Y, and '¢ bend and an iron trap screw ferrule, ' 
rough-in with Stringer Cleanout Fittings, figures 713 or 714. : 
\ feature every builder appreciates is the ease with which the 4-inch 
y heavy brass cleanout screw is removed for rodding out the sewer 
In later years when the plug needs to be removed, there is no danger 
Fig. 716 of crushing the screw for it is made of heavy brass and non-rusting 
4”x4” Sanitary j — .* ° — ‘ , 
tT Cleaneut Like all Stringer, Products, the Stringer line of Cleanout Fittings 
are made of the finest cast iron, cast extra heavy to last a life time. 
Catalog “H” illustrates Cleanout Fittings which meet the conditions of n 
all localities. Write for your copy of this interesting catalog, which every 
plumber should have. 
8 


oe 
Fig. 717 


4’x4" '¢ Bend 
Cleanout 


STRINGER BROS. CO. 
1100 West 38th Street - - CHICAGO, ILL. 
Warehouses: Chicago, I1l., Gadsden, Ala. Factory: Gadsden, Ala. 
Branch Offices: 


NEW YORK, N. Y. BOSTON, MASS. PHILADELPHIA, PA. 
48 EAST 41ST STREET 348 TREMONT BLDG, 5341 UPLAND STREET 
PITTSBURGH, PA. ELYRIA, OHIO 
908 HOUSE BUILDING 318 CAMBRIDGE STREET 


Manufacturers of Economical Cast Iron Roughing-in Systems for any Type Building 


PEL RM eae é es ae ie : es g Se ee smite sitkne — 
; : ‘ ae SRR Re RO Sa pe Ee POO 
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Usually we imprint the name of 


the buyer free of charge only 
when 500 or more copies are 
bought. 

lLhose who buy “The Story” for 


Christmas giving may have “The 
Compliments of the Season,”’ and 
their names and addresses im- 
printed on the back cover with- 
out charge of the 
number bought. 


regardle SS 


Send in your order today to 
avoid delay. We will have many 
copies to be imprinted. 


DOMESTIC ENGINEERING 
1900 Prairie Ave., Chicago, IIl. 


Check here if yout 
business is 

Plumbing 

Heating 

Plumbing and Heating 





For your Christmas souvenir= 


| am going to give “The Story of the Bath” as my 


enter my order for 


The Story 


A the Bal 





You will want to present some kind of a rememb- 
rance gift to your customers at Christmas time. 
Why not let it this year be something closely 
connected with your business? 


It will be preserved and read by every member 
of the family because it will be a “different 
kind of a gift — offering reading as interesting as 
a novel. 


Your customers will remember you because 
“The Story” is the only booklet of its kind in 
existence. You will benefit because it teaches 
sanitation through writing as good as will be 
found in any current magazine. 


Fill out the order blank below —after reading 
our special Christmas imprinting offer. 


Kindly 


Christmas souvenir. 


copies at 10¢ each. Check enclosed. 


Name 


Address City 























September 26, 1925 


DOMESTIC 


to a seating position in the valve the 
yield varying from the entering edge of the discs 
the diametrically opposite edge and being a maximum 


the entering edge and a minimum at the opposite edge. 
. * * 


of 
to 
it 


body, degree 


1,552,770. Ventilating Fan. Sommer, Eliza- 
beth, N. J. A ventilating fan of the character described 
comprising a shaft extending through the roof or sides 
of a vehicle, a tubular bushing surrounding the shaft, a 
pair of flanges threadedly connected to the tubular bush- 
ing and the 


Joseph 


to 


adapted 


retain 


in 


same position, a pair 





1,552,770. 
having a collar 
races formed 


of fan wheels comprising hubs formed 
on the extremity thereof, ball the 
lars and adapted to co-act with similar ball races formed 


in col- 
in the flanges, ball bearings positioned within the races, 
a plurality of fan blades secured the hubs, means 
for securing the hubs the extremities of the shaft, 
a screen guard positioned about the interior fan wheel, a 
thumb screw positioned within the center of the screen 
guard and adapted to control movement of the 
fan. 


to 


to 


rotating 


* * * 


1,550,047. Control for 
Fluid-Fuel Burners. George 
Remnsnider, Belleville, Ill. 
In a device of the class de- 
scribed, the combination 
with a valve, of means nor- 
mally holding 
open, closing mechanism for 
said valve, an overflow tank, 
a float in said tank control- 
ling said valve closing mech- 
anism, and a drain valve 
for said overflow tank, said 
drain valve having  inter- 
locking connection with said 
valve closing mechanism. 


said valve 











a + + 
1,550,782. Portable Ra- —“——— — 
diator. Allan Clark, Seattle, 1,550,047. 
Wash. In combination with a heating unit and a sup- | 


porting base therefor, said casing having a cover hinged 


to the base along an edge, and the heating unit being | 





connected to swing with said cover, a retractible auxiliary 


support connected with said base and adapted to be drawn 


out therefrom to prevent tilting of the base when the | 
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Quick Remedy For Clogged Drains 
“tet” Babbitt’s we: 
DRAIN PIPE SOLVENT 


Nine times out of ten the job can be done with Babbitt's 
Drain Pipe Solvent You can give your customers quick 
service and make these frequent small jobs net a worth 
while profit at half the cost of other solvents 


Order a dozen one-pound cans through your jobber today 


Manufactured and guaranteed by 


B. T. BABBITT, 15 W. 34th St., New York City 


Established Since 1836 

















| New Kensington Sanitary Pottery 
| NEW KENSINGTON, PA. 
| 


Vitreous china two fired washdown bow! well 
made by experienced, competent workmen 


Large bowl 


Large water 
area | 


Shaped to 
eliminate 





soiling hump 





4 Extra strong | 
. a » siphonic action 
yy p ; 


A LEADER THAT IS MAKING GOOD IN OUR LINE OF FINI 
VITREOUS CHINA PLUMBING SPECIALTIES 


PLUMBERS’ 
ENAMELED IRON GOODS 














BACKED by thirty years’ experience in the 

manufacture of high grade Enameled Iron 
Hoppers, Tanks, Traps, Sinks, Backs, Drain Boards, 
Lavatories and Drinking Fountains. Also Cess- 
pools, Manhole Frames with Covers and Solder Pots 





Jones Hollow Ware Company 
BALTIMORE, MD: 


















““KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 

Lets the air out 
FREELY 
Keeps it OUT 
It's Good, Try It! 
H. K. KRIEBEL 
253 E. Upsal St. 


Philadelphia, 
Pat. Pend. 








Pa. 
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cover and heating unit are tipped, and means for locking 
said cover to the base and releasable only as said auxiliary 


ns ee — o cae = :s ae sina 
” ‘ 
* * . 


1,552,178 Oil Burner Frank Schafer, Thomas E. 


Mm UAL 
THEWA VY SET BLADE Padden, and Olaf G. Sievertson, Chicago, IIl., assignors, 


“MIL FLEX” Tungsten Steel, unbreakable 
in a frame hack saw blades, for sawing Flush 
Pipe, Conduit and Thin Metals. Samples 
sent upon request. 





Manufactured by 


The Henry G. Thompson & Son Company 
New Haven, Conn., U.S. A. 
Established 1876 



























What Makes 
a Good Tank? 


It in the knowing how to design and construct 
® tank that will give good long, honest, de 
pendable service year in and year out with- 
out « hitch 
Caldwell Steel Tanks are the result. Engi 
neers designed them according to approved 
principles A company with over 
thirty years of tank building experience pro- 
duces them 
Caldwell Steel Tanks are made of the finest 
steel and carefully —— eo that there's no 
chance for breaks or leaks. 
These are but a few of Ontos character- 
istics which contribute to the significance of 
our seer * ~~ ha With a Reputation.” 


W.E. “Caldwell Co. 






















by direct and mesne assignments, of one-half to said 
Schafer and one-half to Frank M. Padden. In an oil 
burner, the combination with a furnace grate, a bowl-like 











member provided with a central upwardly opening air 
discharge aperture constituting the sole source of air 
supply, the bowl-like member affording in its lower portion 








Incorporated. 
2560 Brook St. a reservoir surrounding the air discharge aperture, a 
Leouleville, Kentucky . . 
ee" flattened downwardly sloping deflecting plate mounted 
—_— above said aperture and in spaced relation thereto and to 


the walls of the bowl-like member and extending beyond 
the margin of said aperture and adapted to discharge 

oil outwardly beyond its rim and against the walls of 
AB S OL U T E wy 4 N E Ww! said bowl-like member at a point above the portion thereof 


which constitutes the reservoir, a centrally disposed oil 





epiconenaemad The Little Giant Insert—an all discharge tube located above said deflecting plate in 
purpose insert with which any filler position to allow oil to impinge thereon, a baffle plate 
piece may be used—does not re- vertically adjustably mounted upon said oil discharge 
a quire nailing or screwing to the tube and having its rim extended beyond the rim of said 
= false work. Made in two styles bowl-like member in position to divert the flame out- 
es 7 especially designed for Tin Pan wardly and away from the oil discharge tube, substantially 


Construction. as described. 


For Full Details, Write ; : : 
A. ©. A. Robinson, 239 Point street, Providence, R. L., 


has the plumbing contract on the new building at 110 
Aldrich street, for L. P. Manning and at 209 Roger Wil- 
liams avenue for L. Archibald. 


The Little Giant Manufacturing Co. 


1927-31 Nicollet Avenue : MINNEAPOLIS, MINN. 
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Two to Five Times 
More Heating Efficiency 





ented Is The Time 


to prepare for fall 


* 
and winter profits 
from POR-Q-PINE | 











Coal Savers — the 
heating sensation of 
the century. 


With a Christian Electric Water Heater 
98 per cent of the heat generated is 
absorbed by the water—a saving in 
operating expense which your customers 
will readily appreciate. And this is only 
one of its big features. 








Distributors 
Wanted 
Let us show you how 
easy it is to sell these 
strictly scientific Coal 
SIMPLE - EFFICIENT | naib 
« ECONOMICAL » Write today. 


POR-Q-PINE 
“COAL SAVER” 


TRACE Maan 


Full Details on Request 














Christian Electrical Corp. 
4.3 2503 ISABELLA AVENUE 
Patented DETROIT MICHIGAN 


ed 











*% MODERN EQUIPMENT CO., Inc. 
64 Grove Street New Haven, Conn. 
Pare lll ace | 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for 


each insertion. One inch $4.00. Cash must accompany order. 


Situations Open 


WANTED:—-Several experienced sales- 
men by a prominent manufacturer of 
boilers and furnaces. Liberal compen- 
sation and splendid opportunity for ad- 
vancement. In applying, state age, 
experience and present employer Ad- 
dress Key 447, “Domestic Engineer- 
ing,”’ 1900 Prairie Ave., Chicago, III. 


SALESMAN. We want a man acquaint- 

ed with the heating trade and ex- 
perienced with selling heating plants 
only. Territory is either northern half 
of Illinois or state of Ohio. State age, 
past experience, salary expected and 
references. See our ad in this issue 
BRYAN STEAM CORPORATION, 
PERU, INDIANA. 


Situations Wanted 


WANTED—POSITION AS FOREMAN 

or superintendent. 18 years’ expe- 
rience in plumbing and heating—5 
years as master plumber and fitter in 
partnership firm in city of 25,000. Have 
been successful. Address Key 448, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago 


For Sale 


FOR SALE: CONTROLLING INTEREST 

in established and prosperous com- 
pany manufacturing oe, special- 
ties. Address Key 432, “Domestic 
Engineering,” 1900 "peaiehe Ave., Chi- 
cago, Ill. 


FOR SALE: Cheap if taken at once, 


1 Owen Farm Electric Light Plant 
(New). Robert G. Keller, Gilman, 
Ill. 

SOME HARDWARE OR PLUMBING 


JOBBER IS GOING TO SAVE 
MONEY! We have on hand thousands 
of building hardware, electrical sup- 
plies and plumbing fittings, all brand 


new and some in original boxes. They 
consist of Bolts, Nails, Screws, Bush- 
ings, Ells, Tees, Plugs, Unions, Nip- 


pies, Pipe Straps, Pipe Hangers, Pipe 
Valves, Couplings, Bends, Unions, ete., 
and electrical wiring and switchboard 
equipment too numerous to enumerate. 
The entire lot or part lots will be 
sold below manufacturers cost for 
quick sale. Send for complete list. 
ERIE RUBBER CORPORATION, SAN- 
DUSKY. OHIO. ‘ 





Miscellaneous 


Attention Manufacturers: 


A manufacturers’ agent who has been 

selling to the New England jobbers 
for some years, would like to secure a 
of closet seats; also nan line of 
r brass goods, to be sold on a 
nission basis in the New England 
Address Key 446, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago, Ul. 





Pipe Machines We specialize in 


and used 
pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 
Think of pipe machines think of 
O’Brien, Philadelphia 
THE O’BRIEN MACHINERY CO. 
113 N. Third Street — Pa. 


Long Distance Telephone: Market 
Cable Address: OBRIE nN Philadelphia 





MONEY-MAKING SPECIALTY CAN 

be manufactured to advantage by 
iron Write for 
Address Key 436, 
tic Engineering,” 1900 Prairie Ave., 


any cast foundry. 


details. “Domes- 


Chicago. 


CONTRACT SHEBTS, ESTIMATE 
Blanks Job Tickets, Illustrated Let- 
ter Heads, etc., for plumbers. Large or 
small lots, ener. Paes deliver > 
Samples with delivere poo free. 
Fink & Sons Co.. School Bidg.. Laurel 
Springs, N. J. (Established 1896.) 


PLUMBERS’ BIN LABELS 





Hadco Card Holders, Celluloid Covers 
and Illustrated Bin Labels for Water, 
Gas and Steam Fittings; also Plumb- 
ers’ Stock Boxes. Send for samples and 
prices and free plans: “How to Lay 


Out an Up-to-Date Plumbing Shop,” 
“How to Simplify the Work in the 
Stock Room,” and “How to Equip a 


Plumbing Shop on Wheels.” HADDON 
BIN LABEL CO., Wesley A. Fink, Presi- 
dent, Haddon Heights, N. J. 





Copy should reach us by Monday morning. 


PERFECT WIPE JOINTS 


* Formed-Flexible-Finished 
Wiping Cloth 


made in five sizes for all standard 
joints. Postpaid to your address 
in the next mail or sent C. O. D. 
A post card for full particulars. 


Pat. Sept. 16th, 1924 


GEO. E. WILLIAMS 


Sole Manufacturer 
3 East 26th St. Minneapolis, Minn. 
Eastern Branch 
MARTIN F. CUFF, 06 Summit Read, Elizabeth, N. J. 
WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 


besides paying the freight 
-ASK US! 


CONSOLIDATED PIPE & STEEL CO. 


2712-24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 


\ — 





Books for Your Trade Library 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perri Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to-a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size, 
4%x7% in. Saves time and eliminates 
errors Price, postpaid, $1.00. 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 4%x6% In. 128 
pages. Cloth. Price, $1.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicage 





SUBSCRIPTION RATES 


United States, Cuba 
and Merxico 





1 year (52 issues).... 
3 years........ 


Subscription Blank 


Domestic Engineering Co., 


1900 Prairie Avenue, Chicago. 
I should like to read DOMESTIC ENGINEERING each week. Enter my subscription for............ 
for which I agree to pay $.......... 


eratacaraletl on receipt of bill. 
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If you want more business you must 


dominate! — 


You must make your name so familiar to 
your community by advertising that when 
people think of plumbing or heating, they 
think of you. You cannot rest satisfied 
because you have satisfied customers. 
Bigger business is not built that way. If you 
don’t think so, ask yourself this question: 





W here does the new shop get its customersr 


[‘ gets them from among the customers of old, established 
shops that have not been aggressive enough in holding 
their customers. It’s the only place the new shop can get 
customers. 

In every average size community there is one, not more 
than two, shops in every line which dominate, which are 
best known. W hy? You'll always find them consistent 
advertisers. 


You ought to advertise. DOMESTIC ENGINEERING 
offers the Advertising Editorials every week,— an inexpen- 
sive way to get practical, expert copy,—copy that will enable 
you to dominate in your community. 


12 Illustrations —three months’ service —for only $4.20. 
48 Illustrations—one year’s service —for only $15.00, a saving of 10%. 


The copy costs you nothing — you take it every week from 


DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
three months’ 
one year’s 
I’m going to dominate in the plumbing and heating field in my community. 


Please enter my order for service of Advertising Editorials. 
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Look how it’s made 
and you'll say « + + 


BEBeaEBEHRBEkK = w 


ae 


The Closet Seat Unbreakable 


Pleasing Shapes and Finishes 
Made Right. Stays Right 


Allright Manufacturing Company 
Rural Hall North Carolina 
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VOGEL 
No. 1 


Frost Proof Closet 








Have you protected him 
with a Vogel No. 1 


? 


Sd 


Now is the time to sell your clients a VYQGEL 
No. 1 Frost Proof Closet. They will stand 
the test of severest weather without freez- 
ing up. In operating the flush of a Vogel 
Closet, a deluge of water cleans the bowl 
and trap thoroughly, but after the flushing 
operation, there isn’t a drop of water left 
above the frost line where it can freeze and 
cause expensive repairs. 


The deluge is over in a second, the VYQGEL 
using only four gallons of water per flush, 
economical isn’t it? 


There are countless places where you can 
install the YQ@GEL No. 1—the back porch, 
the’ garage or barn, in fact any unheated 
building will do, and such an installation 
will mean convenience and trouble-proof 
performance for your customers. 


The VQGEL is easy to install, no pit being 


required. It’s already tested and assem- 
bled when you get it. 


Ask you jobber about the YQGEL No. 1 
and then get busy. 


Jos. A. Vogel Co. 


Wilmington, Del. 
St. Louis, Mo. 














